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Abbreviations — MCA issues code for data 
processing systems 
Acetic acid 
ey by Celanese 
ia will start production before year-end 
Production (charts & table) 
a Production (chart & 
t faa 


Acetylene 
Electric: -arc process for converting 
natural gas into acetylene 
Quick method of determining acetylene 
in air sais 
Acetylene-ethylene process, called 
astman flame ——s canmated is 
up for licensing . 
Acids — Instant ae 
Acrylate — Latex p: 
Acrylic acid — Glacial caus acid - 
price cut : 
Acrylics — Methacrylic and acrylic deriva- 
tives process from Escambia received 
U.S. patents 


Acrylonitri 
Capacity toward ge 300 million Ibs/ year 
xpected by the end of ‘58 
Cyanamid’s confidence in acrylic fiber. 


prospects 
First ocean-tanker bulk shipment from 
. to ireland 


an process .. 
Germans seek to sell novel ‘acrylonitrile 
from-acetaldehyde process in U.S. 


Adhesives 

Bonds concrete 

Cold-water-swelling carrier stock for 
corrugated fiber board, called Kobond 

Eastman 910 Adhesive 0 .......... 

Epoxy adhesive in stick form _ 

Industrial 1 = sega to be built at 
Vancouver, Wash. 

instant bonder .... 

Phenolic adhesives for fir plywood gird 
to overthrow protein glue supremacy 
(table) _. 

— resins as the one glue for 


pd available as a laminati 
adhesive called A-916-B .... fs 
Superadhesive for rockets ......... ‘ 
Adsorber — Hydrocarbon adsorber ............... 


Advertisin 
Armour Chemical uses technical, promo- 
tional literature to build identity -_- 
from meat-packer parent ...... re 
Operations research yields equations 
describing effectiveness of advertising 
Advertising Research Foundation — Annual 
meeting highlights operations research 
Aerogel — Silica aerogels’ bright anal 
as insecticide Oct. 25-92 letter .. 
Aerosols 
Air-Wick line will get two new winsaanieed 
Automatic aerosol packer .......... 
Coffee 





Cold-filling aerosol spray containers ...... 
Fluorocarbon for nonfood aerosol 

demand (table) 
Pressure packaging a 





Shaving creams (chart) 
Toothpaste from Avon Produ 
Agricultural chemicals 
Agriculture’s top economists see 
business as a whole — - 
concensus of USDA ** 
conference” 





Crag fly repellent .. 


Direct-application nitrogen - “use ‘grows. € 


Steadily (chart) . e 
Farm chemical sales bloom again | in 58 
yy are boosting cotton yields 





Growth -regulating chemicals 
— insecticide’”’ — than DDT- 
Toxaphene in crop 
— may be the | hae r inhibiting 


Pesticide a makers “get boost from meat- 
packing company 
Pesticides sales will top $1 billion dll 
‘75 - prediction at NACA meeting .. 
Plant nutrient use booms as 
of fertilizer levels off (chart) 
Residues of pesticides on fruits and 





—_—. to be discussed by ee of 


ial Agricultural oa apna 
Turf color paint keeps gra 
Wild a be cael’ | by che chemical 





Compo: 
Air Compressors — Intermediate-size 


Air Conditioners — Chloroform cashes in on 


home cooling (chart) 
Air Pollution 
Alcoa Pollution trial ends 


Alkali fallout in Detroit not radioactive, 


APDA explained 

Sensiten oe pollution suit .... 

CPI‘s air-pollution problems - bad 
publicity, governmental restriction to 
be aired at national $0020 

Chemical firms spend ya million a 
year for air p 
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a a pe lution measure . 
suit 


Florida’s s fluoride pollution problem spurs 
new law - and concerted research ........ 
Foamed metals will be tried as a possi- 
ble weapon against smog 
nment-industry conference proposes 
step-by-step action 
nt-industry meeting in 


Louisville, ak. -peratin Tenn, 











Lung cancer or 4 pollution - es ane 
H.C.E. Johnson 

Mercaptan pollution suit ends .. 

Michigan group readies for nuclear pollu- 
tion contro! before plant begins 

Quick method of determining acetylene 
in air 

a = Los a oe industry stands 

hutd: gal 

Smog damage to nim Fabaed by unl 

spray, Oz wen 
Airlines — New concept: “Warehouse | on 

wings 














Alaske 
Clean H-bombs may be used to clear 
harbor on ice-blocked shore 
—: maker built business in 


Statehood perks up CPI interest (map) . 
Tax break 
Two nuclear power plants will be built in 
addition to Big Delta plant .. a 
Alcohol 
~ tine to reopen plant 
Neopenty 
Straight-chain primary alcohols from 
petroleum, called Alfols ° 
Alkyd resins — Consumption of. a i 
for «mem coatings has tumbled 


(table 
Allyl chloride from Dow 


Alumina 
oe we bauxite by the Bayer 











Ormet’ s Paeiaiaed boosts U.S. —— 
to 345,000 tons/year .............. 


Aluminum 
Aluminum in eM will hit new 
high in 58 (ch 
Beer in 


Builds. for boom in the ‘sixties (chart) 

Controversy on three fronts. 

Engine blocks closer to reality ... 

Makers are girding for an increase ............ 

Outlook for aluminum consumption in 
1959 is ee 





—- 
Russia agreed to limit exports ....... 
Sealing aluminum to high-tension 

electrical porcelain ....... poe 
Sound national minerals policy ‘outlined 

at American Mining <mpuss annual 
meeting .... is 
Stress-relieved aluminum .. 
mal reduction may replace 
IIIS dheiaitlipsacoertbacrachaeitttessecanminain 


American Chemical Society 
Chemical Week in Texas - letter ................ 
Chicago meeting - improving economic 
conditions are reflected in corridor 
conversations sale nies 
B4 national meeting h drug 


American Dental Trade Assn. — Dental 
care: $120-million chemical outlet 
(chart) 

American Farm Economic Assn. — Canadian 
> icultural Economic Society and 

AFEA meet in Winnipeg. ....... . 

American Heritage Foundation’s “Give a_ 
buck to the party of your choice’’ 
campaign — Viewpoint H.C.E. Johnson 

American Hotel Assn. 

Pest control manual, new edition 











Updating list of approved chemical 
specialties 
American Institute of Chemical Engineers 
Golden Jubilee meeting in Philadelphia 
oe ye new solutions of manage- 
n 
Meeting j in Salt Lake City to tackle 
Intermountain area problems .. - 
Soviet visitors to Philadelphia meeting 
banned from seeing U.S. plants 
Americon Management A 
Manpower talks held in nNew York 











Salary survey 

American Marketing Assn. — Cleveland 
meeting hears outlook for —— 
fibers brightens (chart) ........ we 

American Medical —* Labeling 
recommendation 

a Rocket can. "New York meet- 

why ot TOCKEL PFOGFESS ....-...reeeenenee 

touni iety for Metals — Training and 

building a = a an eventual Metals 





— Veen % a San Francisco 


prerie h penee tectinique of pro- 
ducing high vacuum with low power 


Amino acids — N-acetyl derivatives 
2-aminobenzenethiol from American 
Cyanamid 


Ammonia 
Anhydrous ammonia — prices Sept. 20-89. 
Direct nitric route yields tetroxide too .... 
U.S. synthetic ammonia capacity must be 
upped 80% by ‘75 tomeet farm and 
industrial demands 
West Coast ammonia competition ... 


Ammonium nitrat: 
Blasts its way ule wet explosives 
lications .. 
FGAN safety study 
, Prices. - eh o 





rochloride, 
relief for surface pain, burns, in 
aerosol packaging ... 33 

Animal repellents — Rattlesnake ‘repellent . ; 

Animal tranquilizers — sepeatt ¢ cleared wal 
sale in Canada .. 

Antibiotics 

Anticancer agents will hold the spotlight 

at the sixth annual antibiotics 








Anticancer antibiotic, Mitomycin C .. 

FDA Sums feed-additive manufacturers 
a $5 fee for approval of new formula 

GSI has scored - against plant- 
attacking f <a 

Hospitals to fi t threat. of antibiotic- 
resistant staphylococcos — Nov. 15-83 





— letter 
sustice Dept. may enter the monopoly 





Sounean has proved effective ae 
Staphylococcus .. eavsoes 

Makers won a brief reprieve i in \facing 
government antitrust charges .... 

Radioactive Terramycin, Tetracyn 

‘eomycin 

Reverin, new antibiotic from Farbwerke 
Hoechst 

Sixth Annual Symposium on Antibiotics 
reveals ee aeons 
Oct. 18-65 — let ‘ 

U.S. amma 19481956 (charts & 











Antifreeze — Glycol demand — makers are 
trying to ease away from labeling their 
— as “‘permanent’’ — Nov. 1-77 


Antihistamine ~ Output again on the — 
(chart) — Sept. 27-88 — letter . sites 

Antioxidants — Smog damage to crops 
reduced by plant spray, ozoban .... 

Antiozonants — Price c 

Antiseptics — Oral vad ‘Oct. 25-78 .. 


Anti-trust Act 
Alfalfa antitrust suit 
Antibiotics makers won a brief ee 
in facing government char 
Antibiotic icing and patents suit 
against five 
Canadian antitrust "charges aguant 18 











Du Pont-GM ‘antitrust case - Justice 
Dept. insists on selling ..... - 

Du Ye ray anti-trust case - Viewpoint 

H.C.E. Johnson .. 

Du Pont-GM antitrust suit ‘may ‘be wrapped 
up sooner than has been expected ... 

Du Pont-GM's final hearings set - 
Canadian government won price-fixing 
case - Milwaukee an¢ Toledo looks into 
Salt bids 

Du Pont-iCi antitrust decision relaxed .... 

Economist Simon Whitney says antitrust 
laws have helped growth of U.S. 
chemical industry (table) 

“Fair trade’’ enforced by S * 

FTC’s ‘incriminating’ ‘ntibiotics data 
(charts & table) .. 

Industrial “bigness” irks FTC less than 
it does the Just. Dept. 

Justice Dept. may enter the antibiotics 
monopoly case 

Just. Dept.’s antitrust suit against 
Sherwin-Williams and several senemenae 
paint ‘oducers .. ac 

Justice Dept.’s suits: against ‘CPI com 
panies seem to indicate an unfamiliar- 
ity with the practicalities of business 
- Viewpoint H.C.E. nson 

Latest moves in Du Pont antitrust case .. 

Lever-Monsanto detergent deal 








c OY cicectne 

Lilly antitrust suit .. 

Monsanto charged wi 

“technology monopoly’’ by Central 
Farmers Fertilizer Co. .... 

Pending re the CPI may be 
affected by Youngstown-Bethlehem 
decision 

gone y flourish under fire - 

eport John saapne wee & tables) 

Sherwin-Williams and Du Pont-Gm - 
retort on antitrust... 

—— Court decisions “during 1957- 58 


Syntex antitrust suit settled; Bar’s Leak 
Supply — suit against DuPont and 
three othe: 

Texas sues woven companies for chlorine 
price fixi 














U.S. Justic ¢ Dept. still insists that 
Du Pont should sell GM stocks ............ 
Vanadium lawsuits 
Viewpoint H.C.E. Johnson 
_ Washington antimerger record is growing 





Arc plasma torch for coatings applications 
Dec. 6-85 





ino 
Antibiotics plant being built by Pfizer .... 
Direccion de industrias Nacionalizades 
y del Estado will reopen its alcohol 
lant in San Nicolas ‘i 
Sale of war- -seized drug ‘plants ‘to Germans 
stirs Gi ti 
Arkansas — industrial aemyalagetin for 
ae seekers .. 
arch Office 
established onanl office at 
Arlington, Va. 
Aromatics — Light oil refining column for 
purer coal aromatics 
Asbestos — More is on the way from Canada 
Asphalt — Emulsion’s high ‘emnens of 
removing atomic fallout . — 
Assn. of Official Agricultural ‘Chemists — 





voice pinch’’ fusion technique 
disclosed 


Atomic Energy Commission 


The Astron, newest of the fusion devices 
being studied under the Sherwood 








comes of age - report 


le ai 
CPI seekingbetter business break - key 
topic at MCA meeting 
Calcination system for radioactive waste 
disposal July 19-78 
Chemical fume’ want in on fuel-cycle 
devel plan 
Diplomatic conchdoredions threaten 
‘oject Plowshare 
— mncsaesetsih quienes 


Lab contract and food cen 
Major che apd Halocarbon is 
coolant . 

Multimitlion-dollar royalties « jaimby four 
scientists should be settled within a 
few months, according to Libby 

New uranium program is a “blessing in 





Oak Ridge Laboratories will be ae 
Piutonium-fueled reactor at Arco, Idaho... 
Potash producers and AEC consider 
nuclear detonation near Carlsbad, N.M. 
Project Gnome ..... 
“Project Plowshare”’ — C ean ‘H-bombs _ 
may be used to clear Alaskan harbor .... 
Proposals for AEC-financed isotope 
development contracts are invited . 
ae revised its uranium-buying 


progra' 
colltaapane U-238 .. 
Spevack heavy-water process case enter- 
ing its final POUNG ..........--.ceoseesneereee 
Spevack’s patent rights at stake 
Viewpoint H.C.E. Johnson .... 0. 
Supercaution on reactor safety ............... 
—— to slash its demand for 
lithium . 
Underground atomic explosion ‘for 
recovery of oi! being adenine ed 
Project Plowshare......... 
Working with state governments in 
guiding development of ap een laws 
at harmonize with federal laws 
(table) : 


Atomic Pow er 

Administ: ation urges new Euratom plan.. 

Aldermaston “quick pinch” fusion 
technique disclosed by AEA ..... 

Asphalt emulsion for removing atomic 
fallout ....... 

The Astron, newest of the fusion devices 
being studied under AEC‘’s Sherwood 
Project ..... 

~~ energy comes of age - - report 

Vener & Spearing 

Census Bureau will soon take first. 
census of atomic industry 
manufacturers 

Control and coolant techniques to 
improve nuclear reactor efficiency 

Democrats are trying to double the 
domestic atom program 

Engineering and beats high costs 
at NDA hot lab . 

Gene va Atoms-for-Peace show sheds new 
light on commercially useful nuclear 
processes 

Industry is solidly backing ‘the Euratom 
program .... 

Michigan’ s first nuclear power plant 

‘preventive’ program 

Nuclear blasts to extract oi! from 
oil shale 

Nuclear developments: more government 

plutonium-fueled reactor 
rash of CPI projects (table) ... 

Portugal and Britain exchange nuclear 
technical information ....... 

Potash producers consider underground 
nuclear detonation ..... 

Project Plowshare threatened by 
diplomatic considerations 

0 U.S. technical papers on 
nuclear energy, presented at UN 
Geneva Conference, available from 


South takes ‘regional route to nuclear 
h (table) . 
Third international atomic conference in 


the making .. 

Two nuclear power plants will be built. 
in Alaska in addition to Big Delta 
plant : 

Atomic Power ‘Development Associates — 
Fallout in Detroit not radioactive 
Automation 

Automatic palletization of loaded multi- 
wall bags, latest step in warehouse 
improvement ....... i 

ISA on technician training ost 

Multiskill maintenance men - ‘multi-poser 
for maintenance ......... 


Automobiles 

Aluminum engine blocks closer to reality 

Car-wash specialties, a multimillion- 
dollar market 

GM swings to acrylic lacquers for ’59 
autos 

Gii's weathering station for. testing auto 
parts 


More aluminum will ride in “59 (chart) 
One 1960 auto will have grease fittings 
replaced by ‘‘fiberglide’’ bearings 


Bectertoatetis 5 agents in chemical 
ties 


Barges — Plastic barges ‘closer 

Barium — Fluid-bed calcining process used 
by Barium Reduction, licensed from 
Columbia-Southern ‘ 

Barium oxide — Prices . 


Batteries 
New battery for cold spots 
Siliconic battery plate 
Battery Additives 
AD-X2 will appear on the counters of 
automotive specialty retailers in newly 
designed package — Nov. 22-31 — 
letter ........ 
Additive battle on again 
FTC charges that firms made false 
claims 
Bauxite — Aluminum companies race to 
develop U.S. bauxite and clay deposits 
Beacon — Warning beacon 
Beer — Fermentation with corttinuous 
process . 
Belgium — Du Pont is “forming a subsidiary 
to build paint products plant at Malines 
Benzene 
Dow’s two-year benzene contract with the 
U.S.S.R. makes headlines 


Overcapacity and imports pla: 1e marketers: 


balanced market isn’t likely before ‘63 
(charts & table) Nov. 8-89 — letter 
p-bis benzene, denoted as BOPOB, a 
newly developed fluorescent chemical 
for use in scintillation counting 
Prices — July 19-87 ..... ae 
Russian benzene neats up ahassle. 
Benzene hexachloride (BHC) — Prices 


Beryllium 
Commercial method of making ductile 
beryllium castings 
First privately owned plant in U.S. in 
operation — Aug. 2-48 — letter 
Two new reports 
Bleaches: 
Calgon Instant Dry Bleach 
Optical bleach 
Pulp bleaching 
Pulp and paper industry switching to use 
of chiorate-derived chlorine dioxide 
bleach (chart) 
Specialties maker built business in 
Alaska 


Blender 
Continuous blender 
Solids blender 
Blood plasma called plasminate for use in 
the treatment of shock 
Bohle, Edgar — Debut as a mystery novelist 
“The Man Who Disappeared’’ 
Bonding — Conductive cement, based on 
resins 
Bones — Polyurethane foam may find a job 
ing bone fractures 


Book Reviews 
Developing your executive skills 
Grounds maintenance handbook by 
Herbert S. Conover 
Borohydrides — Sodium and potassium 
borohydrides in oxo-alcoho!l manufac- 
ture to clean up color-forming traces 
of aldehydes 
Boron — High-energy fuels plant dedicated - 
neither Callery nor the Navy is dis- 
posed to talk about products or 
processes : 
Boron carbide — Expansion of capacity by 
Carborundum 
Boron hydrides — Tetrazolium salts for 
quick detection of toxic boron 
hydrides in the atmosphere 


Boron trichloride 
Tank-car quantities available 
Unique process will be developed jointly 
by Dow . Borax 
Brainstorming solves control-lab problems 
at Cyanamid’s Bound Brook plant 
Bridges — Movable magnesium bridges 
Brooklyn College of Pharmacy — Will dedi- 
cate new labs for therapeutic research 


Bulgaria 
New four-year plan demands 330,000 met- 
ric tons/year of nitrogen fertilizers by 
1961, a hike in soda ash and sulfuric 
acid 
Reds step up chemical pace .. 
Burettes will deliver heated liquids in 
small quantities 
Butane 
Shell’s new reactor boosts yields, cuts 
costs of liquid-phase butane 
isomerization 
Underground storage of by-product butane 
Butylated hydroxy toluenes (BHT) — Prices 
Buyers Guide Issue ...... 


Cc 


Calcium hypochlorite — Swimming pool 
chemical most used by private pool 
owners July 19-69 — letter 

Calcium monofluoride — Key to metal- 
purification process 

Calcium phosphate — Self-rising flour 
recipes make market 

California ~ Engineering licenses - 
legislation sparks controversy 

Californium — Isolation of the synthetic 
element has been achieved at UC 
radiation laboratory 

Camera — Sugar refiners take pictures of 
crystallization progress 

Canada 

Antitrust charges against pulp, paper 

companies 

Athabasca oil sands near Regina, Sask. 

wnward reappraisal of reserves 
July 12-22 

Athabasca oil sands project up to the 
Canadian Cabinet 

Complaints about the U.S. zinc/lead 
quotas ....... 

Hinton’s population boomed to 7,500 
overnight, the result of new industry 
in small town 

Sulfur industry is growing 

Tariff troubles mark CMCS launching 

U.S.-Canadian trade pattern will be 
determined by market conditions, not 
politics (chart) 

Canadian Chemical Specialties Manufac- 
turers Assn. — First annual meeting in 
Montreal in Nov. 

Canadian Manufacturers of Chemical 
Specialties Assn. — Tariff troubles 
mark CMCS launching 


Cancer 
Anticancer agent will hold the spotlight 
at the sixth annual antibiotics 
symposium 
Cancer Chemotherapy Research Center 
issues eight cancer research contracts 
Government's industrial contracts for 
cancer chemotherapy research (table) 
Patent rules 
Research gains in anticancer chemical 
by SR 
Caprolactam 
Costcutting competition now shaping up 
between Du Pont and Allied 
Expansion projects 
Two nylon producers have formed company 
to produce caprolactam 
Carbon — Six grades available 
Carbon black — French expansion 
Carbopol — Water-soluble polymer for use in 
cosmetics and toothpowder, approved 
for internal use 
Carotene — Synthetic carotene’s future 
rests with 
Carpet and Rug Cleaners Institute of 
Chicago — Rug-cleaning survey 


Catalysts 
Cat-cracking booster 
Determining size distribution of cracking 
catalysts by new method 
Foaming catalyst called Dabco 
Hydrogenation catalyst 
Latest in catalyst equipment for new 
research center 
Nickel catalyst 
““One-shot’’ systems 
Organotin catalyst for ‘‘one-shot’’ 
urethane foam making 
Two catalysts for hydro-genation 
applications 
U.K. considering a reduction of import 
duty 
Urethane polymers catalyst 
Cationics — Siposans, Alcolac’s trade-name 
for the line 
Cattle Feed 
Premix concentrate, Morea, to blend with 
molasses to make livestock feed 
Tapazole from Eli Lilly is still under 


study 
Caulking joints between curtain-wal!l panels 
will require $4 million worth of sealants 
this year 
Cellulose — Radioactive carbon injected 
into young pine trees to study growth 
mechanism 
Cellulose acetate 
Filter-tip cigarette demand is bringing 
— sales of prime filter component 
chai 
Output levels off (chart) 





Cement 
Additive for swimming poo! cenents 
said to act as a fungicide, epecninnd 
and bacteriostatic agent 
Computer contro! Nov. 15-79 
Conductive cement, based on epoxy 


resins 
Permace! Cement Sandage 
Centrifuges 

High-capacity centrifuge 

High-pressure —— make strong 
bid for epee! is 

Sigma concept simplifies centrifuge 
evaluation 

Ceramics 

Corrugated ceramic, Cercor Structures 

Forging tougher ceramics 

Uranium colors for ceramics 

Cerium — High-purity cerium from Bureau of 
Mines 

Charlap, Paul — Flyer in new specialties ‘ 

Chelating agents for treating victims of 
plutonium tame & 

Chemical Equipment S es En ineers Assn. 
of Chicago formed Oc 77 - Letter 

Chemical Market ante iii, 

Meeting at French Lick features case 
histories in commercial product 
development 

Schedules Soreanee an market research 
techni que 

Chemical Public Relations Assn. — Course 
for executives 
Chemical Speciclties Manut sn. 
45th meeting in New York nignlignts 
new labeling laws, sales surveys 
Labelers’ manual ’ 
Meeting in New York in Dec. 
Chemica! Week 

Chemical Week Buyers’ Guide 

A new way to better English by Rudolf 
Flesch quotes CW — Viewpoint 





Chemical Week Reports 

Atomic energy comes of age Vener & 
Spearing ............... meee" 

Contract research: Cure for a coming 
crisis? L.B. Hitchcock (tables) 

Forecast ‘59 — fair and warmer for the 
CPI (charts) 

The MCA story — its ‘accomplishments, 
objectives, organization ; 

New chemicals { or industry 

Pharmaceuticals flourish = fire 
— Rivoire (charts & tables)... 

an ‘59: Modernization for the CPi 

‘cus & tables) 

Today's trend to apne plants J.J. 
Mahoney (tables) ....... 

Will waxes meet the production challenge? 
Maurycy Stoch (charts & tables)... 


Chine 
China National Import-Export Corp. is 
pushing a broad line of chemicals in 


Red China: looming threat to U.S. naval 
stores exporters 
Red China’s chemical challenge (table) . 
Chinese Academy of Sciences — Dairen 
Petroleum Institute ee gas 
synthesis ......... Saedipsnnastbacaantarnabe 
Chioranilate — Reagent-grade mercuric 
chioranilate available from Fisher 
Scientific ......... 
a acid and salts available from 


itheson 
Chloride ion — Photometer charts ten- 
billionth - pmo in boiler feed 
water (chart) .... 
Chlorine 
Nonelectrolytic chlorine “~e be 
produced in Germany . lelleraeenesnntte 
Safety training to repackers fy hed 
Chloroform 
a ge push neta to a record 
(chart) . * 
U. 4 _ chloroform price 


Chromium 
Direct chromium coating Oct. 25-70 .. 
lochrome, superpure chromium .................. 
lodide route to superpure chromium ......... 
Cigarettes — Filter- -tip demand spirals to 
45% of total cigarette output (chart)... 
Cities — The top 20 chemical cities (chart). 
Classifier system for ao 
applications ... i 


Cleaners 
Auto laundries have turned into a multi- 
million-dollar market for cleaning 


compounds . 

Bacteriostatic agents into rug and 
upholstery cleaner ......... 

Betz Boil-Out, product designedito 
remove oil and grease from boilers........ 

Borohydrides’ cleanup bid: removal of 
carbonyls from oxo-alcohols 

Drainpipe cleaner for septic tanks and 
cesspools ts 

Dry cleaners — $85-million cl ‘chemical _ 
market Aug. 30-61 — 

Germi-San, trauid rinse ce staphy- 
lococcus . 

Gunk line of degreasing ‘and ‘parts ‘clean- 
ing compounds has new owners be 

Home cleaner, Soilaway 

Hospitals call for germicidal cleaning 
compounds to fight threat of antibiotic- 


resistant staphylococcos . 
—* cleaner vcanne cement from 


Metal cleaner and derus: 

New York City is at detergent to. 
clean its subway walls ........... 

Nonfoaming cleaners .... 

“ cleaners — oy by Chicago 

ribune and the Carpet and Rug 

Cleaners Institute of Chicago ... 

Saline solution for descaling, desanding 
and cleaning iron castings ... 

Windshield washer solvent 


Clothing 
Disposable clothing . 
High-temperature clothing . 


' 

Brown coal utilization ....... 

Noncoaking coals, abundant raw material 
for synthetic liquid fuels, char 
discussed at AICHE meeting . 

Pilot plant studies coal chemicals . 

Underground coal ae Project | in 
Siberia 
Coal Tar Chentesls 
Imports continue to soar (chart) . 
aaaty drives for more realistic color 


U. . 3 my Court completed its coal-tar 
color hearings this week ... 
Coating 
Acrylic lacquers and melamine-alkyd 
finishes for *59 autos ....... 
— a sales appeal on trial 
Arc plasma torch for coatings applications 
of high-melting metals, alloys and re- 
fractory compounds Dec. 6-85 
Cadmium-silver — salstanteniniae 
Chromium directly to a by new 
process, called Chrom-Lur 
Cooling tower protective saaiee process. 
Enamel finish for household appliances .. 
High-temperature, corrosion-resistant 
graphite coatings .. 
Instrument for measuring the adhesion of 


Metal coating called Nicroco 
New process for coating cast iron with 
tin . ; 
Paper coating, Nuodex 869 . 
Phenolic-viny! system for coating metals 
Removable plastic coatings . 
Vinyl porch coating powders for the 
Whirlclad process... 
Vinyl wrinkle fit finish for metals . 
Water- — ssenitnaha for statue, 
Siliphane _........... 
Cobalt 
Cobalt-60 to produce synthetic detergents 
from paraffins. 
Cuban Saat cobalt leaching plant will 
have 16 reactors 
Outlooks vary ... 
Code — MCA issues code for data- -process- 
ing systems . % 


ftee 

Aerosol coffee ..... 

Gibberellin to induce uniform blooming of 

the coffee crop ......... 

Coke — 77 coke ovens went into ‘operation 
at Russia’s big coke and chemicals 
work in the Donets Basin .. : 

Collagenase — New biochemical 

Colombia — Maizena, S.A. is eating 2 corn 
processing plant .. 

Color 

Converter for convertibles . 

Uranium colors for ceramics ........ 
Colorado — Oil-shale project shelved .......... 
Commerce Dept. — Plans to issue quarterly 

a survey of producers’ intentions con- 
cerning inventories and sales ......... 

Committee for Economic Development - 
Published om.” ‘The Little 
Economics” .... 


Cc Ith Scientifi a b tadecwicl 
yn jon 
Auctrolte' “ esfe 0 developed iodide 
route to high-purity thorium 
Two-state process for making granular 
rutile from ilmenite . iio 
Compositionboard — More chemicals for 
compositionboard (table) 
Computers 
Cement processing Nov. 15-79 
data-handli 
English-reading a needs no 
programing expert .. 
Faster computers .. ame 
Is machine Searching ‘of ‘metallurgical 
literature feasible? é 
Used analog computers 2.0.0.0... 





Construction 

Boosts should help spur 1959 oe 
sales — McGraw-Hill’s Dept. of 
Economics predicts... ott 

CPI companies schedule $5.6 billion 
worth of new construction — latest 
government figures on proposed 
expansions (table) . 

Canadian Chemical Co.’s ‘Edmonton, Alt. 
plant provides tips on design, con- 
Struction and operation for rigid 
regions 

““Curtain-wall’’ construction opens 





market for specialty sealants .. = 

Engineering ingenuity beats high ‘costs 
at NDA hot lab at Pawling, N.Y. 

1959 building boom presages heftier 
demand for chemical materials (chart) .. 

Synthetic fiber plant designer has built 
a worldwide business 

Today's trend to packaged plants — 
report J. J. Mahoney (tables) ................ 

Containers 

Beer in aluminum cans . 

Bottle polymerization 

Burettes will del my heated liquids in 
small quantities . 

Multiwall paper bags — mounting demand 
by chemical makers (chart & table) 

Plastic gains faster in ero boom 
(chart) Aug. 9-100 — 

Process to Cernetically a plastic 


Tin can sales total more than $3 billion/ 
= advent of aluminum cans a 





Controllers 
“Building block’’ analyzers speed 
primary chemical process control 
Electrical contro! 
Flow-rate controll 
Flow-rate regulators .. 
ws fone gauge con 





Instruments and automation bring new 
lems, to control labs 


Conveyors — Teflon-coated cameras 
conveyor belt .. a 
Cooler — Liquid sample cooler . 
Cooling Towers 
New slant cuts cooling tower icing 
Weather data and protective — 
process — two new tips... samen 
ives 
Comments on co-ops — letter Oct 11-19, 
Oct. 25-23 ’ 
apees ofa stricter tax law blacked 


Tax legislation agreeable to farmer co-op 
officials may come out of ——— 
this year 


industry eyes copper strip from scrap ........ 
Industry is beginning to — 

a pickup .. leh 

” | 5-56, July 2-79, July 26-81, 
up: 3: a Oct 11-114, Oct. 18-94, 


Stabilizarion of the pricing. 
Copra — Drop in worldwide demand expected 


Corn — Amylose edible starch film has im- 


portant packaging potential .. 
Corpus Christi, Tex. — $60- million 


improvement benefits CPI firms (map) .. 


Corrosion 
All-plastic structures replace metals in 
corrosive salt-water applications 
Cyclohexamine carbonate promising 
anticorrosion . 
New method for measuring corrosion in 
Process equipment 


Production’s stake in corrosion research... 


Rust preventer, Anderol .. 
Rust preventive ... 


Cosmetics 
British cosmetics a $95 million market .. 
Revion products will be made in Israel... 
Teenage buyers grow in number and per 
capita purchases (chart) . 


Cotton 
1.1 billion yds. of cotton were resin- 
treated for wash-and-wear last year ...... 
One-step de-sizing, scouring and bleach- 
ing process sunset by Montecatini . 
Wash-and-wear .. ieee s 
“Wash andwear” finish ......... s 
Council for Financial Aid to Education — 
Chemical companies rank high in aid 
to education 
Couplings — Flexidyne “dry fluid’’ 
Crystals — Bell develops new staining 
method to probe ferroelectric crystal 
properties 
Cuba 
First of giant reactor batteries go up at 
— largest nickel-cobalt sted 


Revie kidnap U.S. personnel .. 
Cyclohexamine carbonate promising 
anticorrosion .. 
Cyclohexano! and cyclohexanone — Prices 
Cysteine — The amino acid has found a new 
antiradiation use 
Crechoslovakia 
Brown coal utilization 
Chemical industries expansion ... 
Plans large production increases of 
chemical fibers and fuels 


DDT 
Case continues 


BRSERF 


2 & FE BB 





U.S. exporters Fon J lose the entire 
Mexican mark 
Data code — MCA i ote for data- 
processing systems .. 
Decision Maker 


on Projects 
awarded contracts to four CP 
pote for completely new solid 


ents . 
alee of four solid-propellent research 
contracts — viewpoint H.C.E. Johnson 
Chemical companies and aircraft firm with 
a strong foothold in missile propulsion 
rank high onthe Pentagon’s latest 
roster of contractors .. jaca 
Congress appropriates $41 billion for. 
defense — extra funds for four nuclear- 


power submari 
Mideast conflict — how emergency regu- 
lations would affect CPI ........... ' 
Military officials are grumbli over new. 
budget restrictions — notably on 
reaper pasey 
Military 


the gun economy drive ve ~ 
Minute Ma Wan altisite missile contract 
awards 





metals stockpiling policy 
Pentagon has liberalized military pro- 


Revised procurement regulation due with- 
in the next month 
Shifts in contractors in the latest list 
Pentagon covering 100 largest in 


ba Koppers teaming for combined bids 
— weapons system 


washington will boost spending for 
rocket fuels next year 
Oopenes for industrial cleaning from 
Harco 
Degreasing — Gunk line of degreasing and 
parts cleaning compounds has new 
owners 


Dejoie, Louis — Founder of Haiti's 
essential oils industry ... 

Delaware Science Day Camp 
Sponsored by Du Pont” Atlas Po 
Hercules Peete, Delaware io 








0! 
Dental care: ‘$120-mitlion chemical outlet 
(chart) ... 


Household deodorant, aerosol Air-Wick, 
will be available rt aero four fragrances 
Textile agent, Cyana Purifying Finish .... 


gents 
Alkylolamide-type detergents superiority 
over nonionic, ethylene oxide types for 
scouring raw wool, studied by USDA .... 
All and a — Lever-Mon- 
santo antitrus en 
Car-wash aden ‘a multimillion- 
dollar market 
Cobalt-60 to i synthetic detergents 
from paraffins 
Se enent for enanandl 
1 


led detergents - spur dietha- 
nolamine o (chart) ieee 
Mr. Clean, P&G’s answer to Lestoil 
New York City is buying detergent to 
clean its subway walls .. : 
Orbit will be mareted through RCA 
Servic 
Sales en k during the second 
ounced back during 


Synthetic detergent process unit shows 
off two new twists: chlorosulfonic acid 
modification; sulfonation-sulfation 


setup * 
Diatomaceous earth — Capacity hiked . 
Diazomethane — Cheap method of making 
diazomethane .. 
a > taal develops another new 


ennens U.S. = have anew 
source of supply - 

Diethanolamine — (Fhe sey boosting 
DEA output (chart) 

Diethyl oxalate from Aceto Chemical 

Dimethylamine — Prices 


Distillation 





ehe 
distillation proc ocess 
Solar distillation facility i in Florida will 
be started by OSW 
Distribution 
Air freight companies make strong new 
pitch for jet-speed delivery of products 
Bulk distribution: next for dry fertilizer? 
Charlap, Paul, flyer in new specialties... 
Chemical distributors, wholesalers, plan 
to move further into manufacturing 


Chlorinated solvents producers seek to 
pope vn td freight allowance savings 


ickup on 
one ara distributors and repackers get. 
ae training at C-S 
sden s polystyrene Peer 
eae 
Giant chemical distributor formed as 
McKesson buys another wholesaler 


Jefferson Chemical aaa around 
“marketing concept’ 
Merger of Midwest chemical distributors 
jo —_ Chemical we tg wy 7 
ative ‘middleman’’ 
Middlemen mia ter year-end ut upturn 
(chart & tables) 
Photographing shipments to cut damage 
claims 
Satic barge benefi f wide di tr ibuth 
S S 0} le dis ion 
of produc t toxi uty information ; 
Tanker “repair in the round’ 
Dodeceny! succinic anhydrice — Prices 
Dominican Republic — Explosives plant 
will make the Dominican Republic 
self-sufficient 
Douglas Fir Plywood Assn. — 22 annual 
meeting in Gearhart, Ore. studies the 
use of phenolics as the one give for 
Drawings — Application of xerography will 
save money in handling cieedipiaied 





Drives 
Adjustable-speed drive 
Flexidyne “dry fluid’’ drives 
Gear drive 
Drug, Chemical & Allied Trades — industry- 
affecting federal legislation will be 
No. 1 item at Lake ge meeting ...... 
Drug 
Teese, blood-clot dissolving enzyme .. 
Actinobolin, new broad-spectrum anti- 
biotic, held center stage at Washington 
meeting 
Allantoin, wound healer 
Anthelmintic for human use from Eli Lilly 
Antiarthritis drugs — synthesis of a series 
of 6a-fluorocortical nes appear 





promising 
en ee —_ 
(chart) .. : 


soles ry fea Upjohn and 


haibengtie — new oral antiseptic ‘contains 
hexetidine ....... aad 

Antiseptics - Sterisol, ‘new oral 
antiseptic ; 

Aspirin can be sold in grocery stores in 
Washington, D.C. 

Burn remedy, Rich Oil and Salcolan . 

Cancer — Actinobolin and i Mytomycin-C 
antibiotics ........... me 

China’ s cut-rate drugs, als hit 
world markets (table) SERRE 

Chloromycetin boomi 

Computer eases a 

Diabetes drug, Diabinese ‘ 

Diabetes — neworal drug Leaideennen 

Diuretic trademarked Hydrodiurii ees 

Farm families’ health expenditures — 
Dept. of Agriculture report .. 

Four-in-one vaccine, trademarked Quad 
gen . i 

Four-in-one vaccines Tetravax and 
Quadrigen ............... 

Grocery store drugs .. 

Happiness pills, ~o ‘Desoxyn ; 

Hindered compounds for use in tran in- 
dustry a8 

Influenza vaccine, ‘Invirin 

lodine-containing proprietary medicinal 
oils from Jamol Co. . ; 

Kanamycin, tradenamed Kantrex, has. 
proved effective against staphylococcus 

Measles vaccine 

———- in liquid dosage form, called 

quani! Suspension ...... 

Mitomycin C, an anticancer antibiotic .. 

Multiple vaccines — experimental eight- 
in-one shot for virus illnesses wessinel 
ed by U. of Notre Dame .. : 

Pharmaceuticals flourish under fire — 
report John Rivoire (charts & tables)... 

1-pheny!-2-propy! hydrazine for the treat- 
ment of depressed state in human beings 

Pinworm drug, Poquil, from Parke, Davis 

Price probe in the works ........ 

Rabies vaccine . 

Rauwolfia alkaloids . 

Russia’s di ropaganda offensive is 
getting xem A way 

Serpasil used as tranquilizer i in animal 
rations ....... 

Sinutab for sinus headache 

Stock prices soar — drugmakers plan s stock 

splits, mergers (table) ........ 

Sulfa drug, called Madribon . 

Sulfony! hydrazones against staphylococ- 
cus and streptococcus bacteria ............ 

Suntan pills 

Tablet coating process... 

Tapazole, ¢ d used f 
overactive thyroid vaste tested on 





Tranquilizers - Ciba has turned up a new 
reserpine-derived tranquilizer, also a 
. twa 4 €i 





Tranquilizer-muscle relaxant, called 
Trancopa' 

Tronothane hydrochloride, relief for sur- 
face pain, burns ........... 

Tuberculosis drug, Hinconstarch .. 

Unfair liability — letter ....... 

Vaccines — broad- spectrum multiple 
vaccines may be nearer, due to new la- 
boratory machine ........... 

Veterinary skin drug, Thionium. 


Drums 
Motor Carriers okay lighter drums... 
New tests bring back ne drums — 


Dry ice — Price .. 
Dryers — Vacuum n dryers ase 
Dust collector .. na 


Dyes 
"Multicolor dyeing of fiber-glass fabrics 
Phosphorescent dye for fire-alarm boxes .. 
Yellow dye tradenamed Calcoloid Fast 
Yellow 6GL ..... = 


East European Council for Mutual Economic 
(COM-ECON) — New long-term expan- 
sion program 


Economics 
Commerce Dept.’s report says that the 
decline has ended . 
Nixon has made a pitch ‘to the business 
man in his speech at the Harvard Busi- 
ness School's alumni ............... ‘ 


Education 

Chemical companies rank high in aid to 
EE 

Kanawha Valley industry helps ‘launch new 
science graduate school at Institute, 
ei ilideucigeancirmsedeeusrnensieninece 

More money to build science, math, and 
foreign language courses in primary and 


te nce edu- 
cation improve ........ 
Shel! scientists volunteer to help teach 
in L.A. high schools Sept. 20-47 — 


Egypt 
More self-sufficient in pharmaceuticals... 
Turned to ~ aaa for technical and finan- 
cial help .. 


Electricity 

Direct route from heat to electricity......... 

Fuel-cell conversion of chemical ow. 
into electricity . 

High-intensity electric arcs — system 
ready to go commercial in the form of 
an arc plasma torch ¥ 

Electrochemical drilling ..... 
Electrochemical Society — Ottawa meeting 
hears about electron-beam vacuum 

welding ....... 
Electrodialysis — ~ Licensing agreements on 
water desalting technique... 


Electron-beam melting 
High-temperature metal processing by elec- 
tron bombardment has another advocate 
in NRC . 
Process for ‘Tefining high-temperature 
metals ..... 
Emulsifiers — Carbopol, water soluble poly- 
mer, used in cosmetics and toothpaste, 
approved for internal use 


Emulsion 

“Instant” emulsion prices 

Low-cost emulsion for paper coatings from 
Dewey and Almy 

Polymer emulsions 

Spray-dned polyvinyl! acetate emulsions 

Vinyl emulsion primers 

Enamel — One-coat enamel finish 
Engineering 

esc saves in making methylamines 

Reichhold’s*flexible organization meets 
engineering problems of worldwide bui!d- 
ing program (map) 

Synthetic fiber plants for foreign nations. 

Three ways engineering can be done — 
which is most efficient for you? Nov. 
15-105 — letter 

Engineering Foundation — Corrosion Re- 
search Council a program of 
fundamental corrosion st 

Enzymes — Fibrinolysin in treatment of 
thromboembolic diseases 

Equipment 

Apparatus called Biogen for growing large 
quantities of bacteria 

Catalyst equipment for new research 
center ..... 

Chemical industries are planning to in- 
crease spending for new plant and 
equipment 

ba seat ed og Chemical Equipment 
Sales Engineers Assn. 

Contract calibration of control, research 
equipment offered by U.S. Testing 

Corrosion research may provide new angles 
in equipment design and protection 

Environmental test equipment 

High-speed test equipment 

Hydrogen purifier 

Laboratory sinks developed from modified 
epoxy resins 

Material and parts catalog speeds delivery 
at Tidewater’s Avon, Calif. plant 

New instruments for research — list of 
manufacturers and distributors . 

Plan ‘59: Modernization for the CPI — 
report (charts & tables) 

Prices up? . ; 

Process equipment may soon cost more 

Rental program for Tote and Tilt Bins 

Ultrasonic welding equipment 


22 


28 


37 
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44 





Ethanol — Prices .. 
ae hexanol — Prices . 


thylene 
“Ten at Geimar, La. resulted in shutdow: 
of Wyandotte’s ethylene oxide and gly- 
col production 
Esso fire squeezes putty empties 
at Baton Rouge (map) . te 
“—" is cahlen at good its guarantee to 
supply — to estates 
Ethylene 


that 
Jefferson Chemical revises sales. organi- 
Zation 


oe glycol 
Imported by the Netherlands from the U.S., 
transshipped to other European countries 
a dips this year as exports slide 
: from “57 peak (chart & tables) Nov. 1-77 
— letter 


Ethylene oxide 
Japan to double capacity ... 
Oxide in missiles . 
— Chemical Co. aims for new West. 


engine Derivatives offered from 
The Ames Labs .. 


Euratom plan — Six-nation European group 
looks to the U.S. for hendh and hesenconaa 
July 5-27. ‘ 


“Common market tariff regulations will force 
U.S. manufacturers to turn out finished 
goods within the area if they wish to 
sell profitably in Europe ................... 

Common market will strengthen Europe’s 
= Belgium’s vest Minister 


aces plan July 5- 27. 

Western Europe’s chemical, output is 
growing faster than industrial chemical 
production in the U.S. . 


Explosions 
Blast at Geismar, La. resulted in shut- 
down of Wyandotte’s ethylene oxide and 
glycol production......... 
Underground combustion for secondary re- 
covery of oi! studied in California . 


Explosives 
Ammonium nitrate-fuel oi! combinations 
groom for new market in wet blasting ... 
Dominican Republic will be ~~" 
Industrial explosives report win 
Bureau of Mines ... 


Exports 

Barter transactions will bring more miner- 
als into the U.S. . 

Canadian chemical exports. (chart) .. . 

China is pushing a broad line of chemi- 
cals in Europe 

China‘s cut-rate drugs, chemicals hit. 
world markets (table) 

Chinese cut-rate selling of gum rosin on 
world markets ............ : 

Commerce Dept. has not yet ‘made any 
final decisions on new trade regula- 
tions with the Communist bloc ............. 

East-West trade controls came back into 
the news when Commerce Dept. de- 
clared its second revision of the so- 
called positive fist ......... 

Ethylene glycol from U.S. to the Nether- 
lands transshipped to other European 
countries ....... : 

Ethylene glycol output dips this year as 
exports slide from ‘57 peak (chart & 
tables) eee 

Euromart a threat of vast ‘dimensions = 

European ‘‘common market’’ threatens 
U.S. export sales CPI spokesmen say .. 

Fertilizer imports climb, exports drop 
(chart) ....... 

French sulfur expected ‘to hit world markets 

Italian sulfur exports dropped in 1 

Overseas business is becoming — 
ingly important for chemical process 
companies . 

Russia exports chemicals to get as. 
dollars ..... 

Russia’s agreement to limit ‘its ‘aluminum 
exports has brought hope to the tin 
market . 

Russia’s foreign chemical ‘trade (tables) . 

Russia’s foreign trade figures for chemi- 
cals a ee 

Russian coal chemicals s imported by 
SOCMA members 


Russian tin exports... 

Trade bars still up — Commerce dept. 
plans to add “‘war-potential’’ chemicals 
to its own boycott list . 

Trading rules eased — 261 items dropped 
from the U.S. government list 

U.S. chemical companies with European 
plants outside the ‘‘Common Market’’ 
area may still get some chance to com- 

U.S. chemical exports d 
Stay near record ‘57 level — aes on 
26 key commodities, (table) - 

U.S. chemical exports to Russia... x 

U.S. DDT exporters may lose the entire 
Mexican market 
S. exporters will get some benefit from 
minor concessions won in world patent 
conference. 


U.S. pharmaceutical exports to Egypt 

U.S. plastic exporters may run into higher 
British tariffs 

eet ey rubber exports will level 


charts) 
ae eee and equipment 
s 





foreign metals and 
‘minerals vs bartering domestic crop 
surpluses overseas 
— big chemical exports. gainer 


( 

Will the U.S. continue to be the sole hold- 
out regarding trade with Red China 
Viewpoint H.C.E. Johnson July 5-13 


etter m 
Extraction — Solvent extraction rceanesmansndl 
Process snag ’ 








F 


Fans — Axial flow fams ............cccccecceees 


Federal Trade Commission 
Key production and pricing data from con- 
= ; jal antibiotics report (charts & 
table site 
Question for FTC: ‘Are antibiotic prices 
H.C.E. Johnson .. 


itself violate the Clayt rs 
Two-year probe of antibiotic pricing ‘and 
patents results in explosive report . 


Fermentation 
Amber BYF for better brew July 5-40 
Beer fermentation with continuous process 


Ferrochrome 
Low-carbon ferrochrome armenian re- 


Produced from domestic ore in electrore- 
duction pilot plant 


Fertilizers 

Bags vs. bulk — battle looms on packag- 
ing methods to promote fertilizer sales 

CFC Georgetown Idaho, project for manu- 
facturing of triple si — iiciek 

Co-ops Viewpoint H.C. 
Aug. 2-13 — letter ........... baie 

Cotton and corn farmers are going to. 
plant more next year, and that means 
increased sales .. 

— will increase under the new farm 


Dueck: -application nitrogen - — use grows: 
Steadily (chart) . 

Farm groups integrating in fertilizer . 

Fertilizers offer growing market for syn- 
thetic urea (table) ..... .... 

ye are boosting cotton yields up 





10 20% .. 
Gibberellin lowers nicotine content of 
acco plants . bi 
Greece — consortium of Uhde and Am 
monia Casale to build plant . 
Greece will get U.S. loan to build nitro- 
gen fertilizer plant . 
Imports climb, exports drop. (chart) 
Industry's cool reaction to the Benson _ 
plan ... ss 
Mining company is ‘cashing i in ‘on wastes | 
Pellet for forest seedlings 
Phosphateless fertilizer, Kaynitron .. 
Plant nutrient use booms, despite falloff 
fertilizer consumption (chart) .. 
Sales up to last year’s level; further gains 
predicted 
Seed dip saves spraying... 
~— credits have financed plant in 


TVA w will push. high-analysis fertilizers 
and economic by-product recovery pro- 
cesses.. = 

bab salesmen ‘to become customer. 





ar 
U. & consumption has doubled since 
World War Il .. 
Fibers 
Acrilan labeling violations .. as 
Britain sells synthetic fiber plant to” 
Re Sci eiechscctticrsdnendvecaeeegnannin a 
Courtaulds offers inducements to U.S. 
firms seeking European investments, 
markets 
Kodel polyester fiber debut next. spring... 
Man-made fiber production is heading up 
Polyester fiber, Teron, to be produced by 
Celanese-IC 
Quartz twisted into thread and made into 
cloth for industrial application ... 
Synthetic fiber plants for eg nations 
big business for Von Kohorn 
Synthetic fiber sales pickup .. 
— groom for rapid recovery in ‘59 





Synthetics, natural fibers in floor carpet- 
ing (chart) 
lene and nylon expansion in Britain 
despite present overcapacity 
Terylene — abe — ICI expanding 
Production at new plan’ 
Textile-fiber products ideniitication act 
will be enforced by FT 
World synthetic fibee output hit a record 
6.5 billion Ibs. last year 
Zefran — Dow may make its own vinyl 
pyrrolidone, the dye-receptive ingred- 
ient of Zefran 


Film — Photographic movie film makers hit 
hard by practice of recording TV pro- 
grams on magnetic tape 


Filters 
“Exotic fuels’ filter .. 
Respirator filter ......... 


Financial 
Capital spending if five-year amortization 
f plant were p 





Cash dividend payments reflect manage- 
ment confidence in the business outlook 

Chemical business failures have not in- 
creased, despite recession (chart) 

Chemical companies’ third-quarter state- 
ments (chart & table) ......... 


time highs (chart) 

Chemical industries are planning to in- 

— spending for new plant and 
quipment . 

Chemical yee cash dividend pay- 
ments are hold ding up better than those 
of most 

Chemical process companies have been 
faring well — FTC and SEC report com- 
parisons of first 
in 1958 and 195 

CPI slows capital spending despite op- 
timistic outlook (chart) 

CPI | spending swerves upward (table) 

CPI’s legislative box score — what Con 
gress did in ‘58, what’s ahead .... 

Chemical producers trimmed their dividend 
payout last month 

Chemical stocks are among the strongest 

CW index of sales and earnings shows 
recession giving way, business rising 
(chart) 

Congress appropriates $41 billion for 


Congress cut back on funds for the new 
space agency, NASA 

Congress — some significant legislation 
on the eve of this session’s ajournment 

Congressional bills authorize $10 million 
for five large saline-water conversion 
pilot plants ............ 

Dow President Doan sees new products 
* pd to slowly rising sales and earn- 





hm aden cover dividends - — but with less 
to spare (chart - 
Earnings ride he upswing (chart) ..... 
Earnings — statements from late-reporting 
companies (table) .. 
Export-Import Bank’s joan to Poland will 


finance order for rayon spinning machines 


Export outlook — down from a record peak 


(table) 
Forecast 59 — fair and warmer for the 
CPI (charts) — report . = 
Forecast y Ran ig Behind the news _ 


Forecast — latest financial reports bolster 
brightening earnings forecasts . 

Foreign capital spending drops off 
(tabie) . : 

Fourth-quarter outlook: further gente 
rise (chart) .......... a6 

Fringe benefits move up (table) . 

Gross national product hit a recession 
low of $425.8 billion — fourth-quarter 
business is expected to sweep up to 
$440 billion or higher......... 

Heavily traded chemical stocks last week 
found favor in a booming market ....... ’ 

Industrial chemicals front-runners on 
comeback trail (table)... 

Industry boosted dividend payments 27% 
during the first seven months . 

International Finance Corp. makes ‘equity 
investments inprivate enterprises 
abroad . 

Latest earnings statements signal m more 
third-quarter gains. ........... ; 

Money management contest .. 

More government spending on nuclear de- 
ahem (table) . 

More money to the aid-to-education will _ 
be asked of Congress in eey - 

New GM-Du Pont plan... ‘ 

The next five years — letter . 

1958 earnings — better than expected . 

Parke, Davis goes into high gear... 

Pharmaceuticals cause a stir on Wall _ 
Street 


on stock 
surged to an all-time ya 

Research and development expenditures | 
this year will equal or exceed ‘57 totals 
— NICB survey 

Sales and earnings — second quarter 
figures from 15 companies suggest an 
early upturn (table) 

Sales and earnings — second-quarter fi- 
gures from 16 companies uphold the 
upturn (table) 

Sales and earnings — second-quarter fi- 
nancial statements from 28 firms (table) 

SEC will tighten the rules on stock tran- 
sactions involving nonresi 
deals resulting i 

Small a Se allowances; 
- NLRB _— funds to extend its juris- 

icti 

—= adios will get new government 





Speciaity makers are looking forward to. 
business boom in 1959 (charts) . 


> 
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Stock prices soar — prosperous pharma- 
ceutical companies plan stock splits 
(table) .. ‘ 
Thiokol stock off to soaring start on the 
“Big Board’’ 
U.S. investors abroad may get tax con- 
cessions .. 
Washington is ‘keeping a sharp eye on the 
changing economic climate, with the 


ing 
Washington policy makers are shifting 
attend niftation bas 

Washington will boost spending for rocket 

ar .. = 
lastic. spray ‘for “iitting’*” 
latent fingerprints 
Finish for metais — Vinyl wrinkle finish . 
we boxes painted with phosphores- 














cent 
Fire Extinguishers ~ Midwest Research's 
pro; in new lab: boron-fuel 
caaee OV. 1-57 — letter oon ce 
Fittings — Packaged — Saale easteeaciesisine 


anges — 
Flavor — Taste sahara votlty ton tam cachas? 


Feces Separan, upgraded flocculant 


Floor Finish — Urethane fioor finish field” 
tested by Du Pont vets 
rae reduc sales — CSMA’s ‘survey 














used in lamps 
Fluoride — Florida’s fluoride pollution prob- 
concerted re- 


lem new law and 

Fivorine 

Fluoride makers toast water treatment 
(chart) 








Liquid fluorine for rocket applications é 
wy hae of henge yo pe 
— part o program 
ar ‘fluoridation success Oct. 
letter 


Potential as a high-energy oxidizer for 
rocket fuels 
United Heckathorn’s new plant will turn 
out 3,000 tons/year me 
Fluoroalcohols from Du Pont 7 
Fluorocarbon — Overcapacity wil continue 
into ‘60s (chart & tables)... < 











Food Chemicals 
— bill threatened by Rep. James 


Additive law is a near certainty this year 
Additive rules off press 
le with lawmakers ‘over 





Government moving fast to put tee 
food additive !aw into effec “es 

Industry-approved food widitive bill ap- 
pears certain to become law 

“aren drives for more ecu color 
aw haa sa 


Monsant 
New food additives Se ontes 
all _ are solved — Viewpoint 





H.C.E 
Potassium sorbate, food sa 
Red No. ie cart be and to cain: Gunes 
after next March 1 .... 
Viewpoint H.C.E. Johnson 


Who’s who in the flavor business 














Food & ay Administretion 
Additive law is a near certainty this year 
Additive rules off press 
Charges feed-additive manufacturers a $5 
fee for formula containing antibiotics... 
‘ourt to hear arguments on use 
of coal-tar colors next session .. 
7 exemption from a tolerance ‘for 
cide, live insecticide .................... 
will mbiten’ two lists of chemical addi- 
tives it plans to exempt from safety 





testing 
Working up a list of exempt flavoring 
chemicals 





Feed, Drug and Cosmetic Act 











Russians are claiming anew process to 
make ¢:: emen from natural gas 


Freight allowance ~ Can suppliers’ curb 


stem the * reselling? .. 
Freight ie tte Se rates? 0... 


Fuel 
Atomic hydrogen is the ultimate chemical 
rocket fuel 








Costs on the way up 
Fluorine as an oxidizer for rocket fuels .. 
Fluorine’s potential as ah oxi- 


dizer for rocket fuels under-sc: by 
John S! 





loop 
Fuel-cell conversion of chemical energy 


Fuel cell with efficiency of 70%. .............. 
Fuel cycle development program will fea- 





July 


29 


83m 


21 
24 
43 


secs RB eee Sf SFR 
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31 


ture R&D contracts to be awarded by 
AEC 





Gas from oil by the Onia-Gegi process at 
Yaizu, J ‘ 
ot pant fuel — dedication of borons 
I a Callery is building for the 


mm fuel news: boron and fluorine 
plants go 


ag ae fuel — prospective chemical 
I ae bomber and F-108 
i ptor (table! 
High-energy, prepack liquid mono- 
Propellents — new p 
Hi — sodium chlorate potential 


outlet ( 
Liquid — packaged — rocket, ready 














to fire, is 

Nitromethane as a fuel, not “merely | as an 
additive 

Nuclear reactor fuel as a by-product of 

lerground atomic explosions? Dow’s 

Grebe tells AIF 

Nuclear reactor fuel elements will be 
mass-produced at Sylvania Corning 

Plutonium-fueled nuclear reactor ~y Sue 
cessful operation at am ida. Aug. 30-44 

Porophoric fuels — letter cokescamebon 

1g fission p s from fused- 

salt nuclear fuels .. 

Rocket fuel! expansion is continuing with 


Solids aim at moon 
Solid fuel — 
Pioneer 


Solid-fuel research contracts awarded by 
Defense Dept. to CPI companies with 
rs hee eng record of work on solid 











double-base propellents for 





soudtuet ates for Minuteman intercon- 
tinental ballistic missile 
Washington will boost nage 
fuels next year............ 
Fumeric acid 
Capacity hiked Oct. 25-87 
Monsanto to double capacity at its St. 
LOWS TRCTUIIOS a ancccsceeescvesvevesncesesoseence 
U.S. output — where does it go (charts) . 
is - preg phosphide is reduc- 
ing stored wheat losses 2.0.0.0... 
icides 
Dicarbamate compound _ Dutch firm for 
combating fruit diseases .................... 
So in the biological war against 


Natural ber a 
Nickel chloride will eradicate wheat rust 
Soil fungicide ..: 


Furneces 
Ceramic tubes for radiant-heat furnaces .. 
Electrically heated high-temperature 

furnaces 
Instantaneous heat furnace ............. 
Internally resistance-heated furnace 

















Ges 
Exothermic gas 
Hot gases 
Lignite as source of synthesis gas — slag 
ging slices gasification costs. - 
Gaskets — Nonmetallic gaskets ...... 
Gesoline 
Sinclair’s X-chemical gasoline additive, 
woo phosphine, is looking for 


Solid GaSOVEME cc cccesececceessceeeeesnnnseevnanee 
— gasoline process eraecetion in 

















it enecictd a ities 


fesdeneats gauge for measurement of 
WEIN oa scceecenso cersansens 
Generators — Liquid nitrogen gene| ses 
Geneva — UN stages atomic * Spectacular 
Germanium — Scrap recovery service .. 





Germany 
Big chemical exports gainer (chart) .. 
Diborane process by Roland Koester 
_— wy to boost plastics output .. 
many S 
a capacity continues to grow in 


Pharamedticels and chemicals output 
and sales. 

Synthetic rubber con: 
echnical men top the wa 

West Ger: 
12.3% 














pyramid (table) 
juction increased 


West Germany's chemical siiacosttal rising 
enue than exports 


‘man plastics 





cides 

“Sie colloidal silver nitrate, new germ- 
killi 
Staph threat to hospitals tests germicide 

makers Nov. 6 a— letter 
Gilsonite — Converting gilsonite into petro- 
leum products revealed at nee @ meet- 
ing 





Gles 
Cosmetic industry’s packaging needs soar 
CN ie Se 
Flat glass sales chipped by fall in con- 
tion, auto production .. ms 
Glass fabric laminate 0.0.0.0... 


Aug. 


Oct. 
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Hydrofluoric-acid-resi glass 
Microscopic glass beads contest July 5-46 
Glass Fibers — Multicolor dyeing of fiber- 
PPR 7 
Gloves — Reusable, disposable plastic 





Glutamine — Price cut ............... 
Glycidyl methacrylate — Prices .. 
Glycol — Ethylene glycol “_e dips t this 
year (chart & tables) .......... 
Graphite 
Graphite-based material resistant to 
temperatures of 5000 F . mes 
Seen, corrosion-resistant 
coatings .. me sia 
Great Britain 
Cosmetics and perfumes sales totaled $95 
IE CU TE oc cnssseticctiscteesencerninccestincene 
idle British plants invite U.S. investors .. 
Plastics sales 
Synthetic fiber plant to Russia . 
Greece — Consortium to build fertilizer plant 


Guided Missiles 
Advanced developments in guided missiles 
and space travel goal of three-member 
ee 
Chemical companies and aircraft firms 
with a strong foothold in missile propul- 
sion rank high on the Pentagon’s roster 
i cdeerbaicictecietinechhetcesiacbinness 
Grade HT-5,000, a composite material 
looks promising for missiles .. - 
Moon-shoot missiles — chemical com- 
— have important role in both Air 
e and Army attempts (table) .......... 
Valuable technology is potential reward 
for companies in rocket and missile 
chemistry Viewpoint H.C.E. Johnson .. 
Gum rosin — Chinese cut-rate selling on 
world markets oo... cccccecceeeeees 











New gun speeds epoxy spraying ... 
Staf to shoot poly 
into wall cavities .......... 
$10,000 oe gun ee resin and d glass, 
fiber mixture ....... 





insulation 


H 


Hafnium — I ey hafnium turned out in 
250 Ib. batches a U.S.B.M. pilot 
plant in Albany, Ore. ................... 

Haiti — Essential oils aaaatare hit by po- 
litical problems ..... 

Halocarbon fluids — Specialties producer 
is enhancing the sales appeal . 

Halogen carrier, Dihalo . 

Halpern, Dr. Otto — U.S. Court of “Appeals 
has given an assist to secret trials .. 

Hawaii — Giant bauxite deposits ............... 

Heavy Water 

Britain has a new process that can produce 
con oxide at a lower price than 
AEC’s 

Pumas Hoechst hydrogen ‘distillation 
plant in full operation ................. 

German firms construct heavy water plant 

a aa hydrogen distillation pro- 


Spevack case ‘entering its final round 


Helium 
Bell Labs discloses details of new sepa- 
ration process . slg 
Negotiations on construction of helium 
= in the Keyes, Okla., natural gas 
Id have begun between USBM and 
nae Fluor Corp. 
t re 8. M. will build its fifth extraction 
plant near Boise City, Okla. 
U.S. is one step closer to helium conser- 
vation program 
Herbicides 
Watergrass killers: EPTAM and Randox 
Wild oats may be controlled by chemical 


compound . 
Hexafluoride — New all-fluidized reaction 
process ......... 
Resear test equipment ips 
loko nitric acid process ....... 
ones Furnishings Show — New York Coli- 
seum’s display of - a —- = 
lush market for CPI ...... 
Hopper — Self dumping oe 


es 
Decadron, ultrapotent new steroid hormone 
6a — fluorocortical hormones appear 
promising as antiarthritis drugs ...... 
Growth booster, Synovex-H, wil — 
weight gain in heifers 
Hos: 
Crackproot lacquer hose -. letter 
Small metal hose ...... 
Hospitality suits are useful ‘sales tools 
— — Staph threat tests oun 


Pi ae a polyethylene bonanza 


a plant financed - Soviet credits 
Stressing synthetics growth. 
Will start up a perlon oo in n Nyergesu)- 
falu . : 
Hydraulic Fluide 
Fire-resistant hydraulic fluid, Cellulube 


Sept. 
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220, for aircraft carrier independence .. 
Hydraulic fluid for closed systems is heat 
resistant 


Hydrides — Silicon and boron hydrides by 


continuous ean pics devel- 
oped in Germany .. 


Hydrocerbons 
Bigger markets for fluorinated 


hydro- 
carbons — refrigerator makers shift to 
new insulator . . 

Fluorinated hydrocarbons — - 50% over- 
capacity in the U.S. : 

Proposal to encourage o! oil companies to. 
construct facilities for producing hydro- 
carbons from shale, coal of — - 

Standards ‘ 

Standard samples ‘available . 


Hydrochloride — a-benzoyl-L-arginine hydro- 


chloride as a — tool for pan- 
creatitis ‘ rs 


Hydrogen 


Atomic hydrogen is the ultimate chemical 
rocket fuel 

Girdler Construction will tailor hydrogen 
plant for Irving Refining ... 

Heavy water — large-scale hydrogen dis- 
ees 

Purifier 4 AS Se AP 


Hydrogen —. 


Degussa bhi 
Kay-Fries’ sal ~ ot training program ada 


Iimenite — Two-stage process for making 


nular rutile from ilmenite studied in 
ustralia 


Iminodiacetic acid — Commercial Production 
by Dow 


“Kacidueping - — tighter legislation will be 


Barter transactions will bring more 
minerals into the U.S. anes 

Benzene imports (charts & table). coh 

—- chemical imports from the U.S. 


(chart: 
China ira ed China’s imports from England 


Coal-tar imports ‘continue to soar (chart). 

Crude oi! into the U.S. east of the oaay 
Mountains will gain... 

Dicyandiamide .... 

European chemical producers hit by Com- 
munist competition — China is anes 
a broad line of chemicals .................... 

—- imports climb, exports drop 
(ch. 

Government. is again talking mandatory _ 


Naphthalene — rising oa may force 
price cut (charts) 

New tariff and antidumping laws offer 
less protection than the CPI hoped for 

Nonferrous metals — changed attitude of 

° the White House on aid .. 
il import base is bei 

Overwhelming proof ning bread - may be 
required yh who-seek higher 
duties on a 

Russia has unveiled foreign trade figures 
for chemicals . 

Russia’s foreign chemica! trade (tables) 

Russian benzene in the U.S. foretaste of 

lems resulting from imports of 
S.S.R. chemicals .. 

Snar! of antidumping complaints is in the 
works at Treasury 

SOCMA will fight harder for ‘protection ‘on 
certain imports 

Tartaric acid and cream of tartar imports 

for hearing before Tariff i ission 
of import 


U.S. arr imports from Russia............ 
U.S. —U.S.S.R. chemical and equipment 
ae revision 

U.S. will get more foreign metals and 
minerals by bartering domestic crop 
— overseas .. 


gy ob ye fe chemica 
west Germany's chemical sales to the 
hart) 


US. (c! 

Will the U.S. continue to be the sole hold- 
out regarding trade with Red China 
Viewpoint H.C.E. 

— chemical imports continue 








wae 


Cash woes hinder growth of India’s CPI. 
a ae to go onstream by end 


Photographic film plant contract East 
Germany’s Agfa and Kodak Ltd. sub- 
mit offers 

Plans new synthetic rubber plant, also 
seeks to have two polyethylene plants 
in operation by ‘60 

Reported at Geneva on hydrogen-distilla- 
tion 
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Industry Devel 


jopments 
Africa — international bauxite and alumina 
Project under construction in French 


Guinea 

Airco and Mastic forming jointly owned 
company, Cumberland Chemical, to pro- 
duce vinyl! chloride .. 


Alaska — statehood is expected to 0 speed 
the growth of chemical industry (map)... 
Allied eyes 
ia — three U.S. firms are planning 
to expand their Australian operations . 
Australia’s first styrene monomer plant 
will be a joint venture .. ~ 
Canada — American Cyanamid will start 
work on antibiotic plant for Cyanamid 
of Canada ... 
Canada — growth of Hinton, Alberta, when 
new pulp mill was erected . 
Canada — steady growth of sulfur industry 
Capital expenditures — MCA 1958 
capital expenditures at $1.338 billion 
compared with $1.724 billion in 1957... 
Celanese-IC! concern to produce pene 
fiber in the U.S. # 
Central Farmers will ‘buy into National 


Ran aaa 
metron Corp. negotiating for the as- 
ardox 


Ss of Corp. 

Chemical business failures have not in- 
creased, despite recession (chart) 

Chemical and drug, stock prices to all- 
time highs (chart) 

Chemical industry cash dividend pay- 
ee eee One aap 
of most industries... sa 

Chemical industry — still takir giant 
Strides south and west (m: an tables).. 

CPI companies schedule $5.6 billion 
worth of new construction — latest 
government figures on proposed expan- 
sions (table) 

CPI slows capital spending samen op- 
timistic outlook (chart) m 

CPI‘s most promising opportunities F 

CPI's earnings are up 
Slightly (table) . 

CW index of sales and earnings ‘shows re- 
= giving way, business Visti 


China breaks into the world chemical 
market (table) . ; 
yr and Wildroot are ‘agreed on mer- 


olnunea., countries — chemical equip- ° 
ment in the news in Germany and Japan 

Construction heading up - sizable uplift 
in CPI sales fi (chart) 

Contract research: cure for a coming ‘ 
crisis? — report L.B. Hitchcock (tables) 

Corpus Christi, Tex. — $60-million port 
improvement benefits CP! firms (map). 

Drackett Co. and Judson Dunaway _- 
are merging 

—— plan I mergers, ‘as 


Epoxy makers seek their second wind . 
Europe — GAF staid enerniin for its 
first plants ... - 














—— - hen up chemical pace aes 
urope — um company formed by 
Titanium Metals and Deutsche Edel- 





Europe — Western Europe’s chemical out- 
put is growing faster than industrial 
chemical production in the U.S., OEEC 


reports .. 
Fertilizer potential Spurting n new ‘buildup 
of U.S. urea capacity (tab 
en fourth pon ha eis: year 
0. 


Pt... 59 — fair and warmer for the 
‘ CPI pe ite ES = 
oreign capita ing ops (table) 
auffer Pharma- 


our new 
ceutical Century os Sun Olin 


Chemical; 

F alee fotar, gentle. rise 
(chart) 

Grace, W.R. may acquire GAF’s Dye-stuff 
and Chemical Div. (table) 

Great Britain — idle plants invite U.S. 
investors 


Greece will get ~ oa loan to build nitro- 
_— fertilizer p ; 
oe teende: third acquisition: 











Industrial chemicals front-runners on 
comeback trail (table) . nics 

ireland — Chemstrand, Du Pont find 
Northern Ireland a good place for new 
manufacturing 

Israel — chemical projects oN 

Israel’s es for chemical research and 


process 
— - Lan mo products will be made by 


company 

gates is seeking U.S. capital and 
chemical plants 

Joint venture on advanced ‘developments 
in guided missiles and space travel 

Leslie Salt Co. is merging with Deseret 


it Co. 
Linear polyethylene — will ninth plant be 
the last (table) 





McKesson & Robbins buys Merchants 
Chemical, becomes largest chemical 
distributor. us 

Merger — Crest Chemical and ‘Synthron . 


. — Fluor and Foster Wheeler are 
no ing merger .. wee 
— Midwest chemical distributors 
imo Inland Chemical underscores 
case for large, cooperative ‘oiddleman’” 
ssional study outlines 


importance of R&D in sia aia 
inthe chemical gy 


‘os on the nih Ror cu 
ical with nonville oa = 


Paper ; 
ids Tobacco with ~ Seg 
upper Corp. with Rexall 


— 

Mergers — “tole of mergers in chemical 
industry growth (table) 

Metals industry is beginning to show signs 


Mexico — Government-elect plans warm 
—— for U.S. investors (map & 
t 


Mexican petrochemicals — new oil law 
sets terms for foreign investment 
=" Associates and santchindsinall 











yes “inownership ‘of ‘major 

al Specialty companies 
shew ch oo for industry — report 
— experts forecast good business for 


North and South Carolina - chemical ond 
duction .... 
Nuclear development - — rash of CPI pro- 
jects (table) .. ¥ 
by River Valley — ‘more “expansior. in. 
upper Ohio Valley ... ‘ 
Older cmavtels giving way, newer ma- 
terials taking over. 
as business is becoming increas- 
ingly important for chemical process 
companies .......... x 
Overseas — companies ‘interested in in- 
vesting should consider seeking parti- 
cipation of IF : 
as - Pittsburgh. Piate Glass plans 
overseas production of chemicals, 
paints and glass .. = 
Overseas — U.S. investors may ‘get tax. 
concessions . 
Pacific Northwest ~ chemical business is 
bucking the down’ 
Pack ko — first complete listing 
— report J.J. Mahoney (tables) 
Papermakers plunge into plastics (tables) 
Parke, Davis goes into high gear 
Petrochemical developments in Austria, 
Japan and England 
Plastic film — chemical and paper com- 
ed are expanding into polyethylene 
iim sae 
Poland — chemicals 
viously announced ‘5' 
Polish chemicals may play a bigger role 
in world markets 








Prison-made chemical spec abi 
Purex Corp. purchases John Puhl Pro- 
ducts 


Reichhoid Chemicals has launched six 
U.S. and abroad 
ans 








m4 and its satellites have ~ jal 
increased emphasis in chemical .. 

Russia — plastics report .. 

Russia — Reds make plastic gains, 
team tells .. 

Russia’s chemical production slated to 
triple by ‘65 

Russian ion of petroch t 

Sales and earnings - second-quarter fi- 

from 16 companies uphold the 














upturn 
Shell Chemical decentralizes 
Snell, Foster D. is negotiating for another 
acquisi ition 
Solid rocket propeilents research by four 
major chemical companies 
= America — Koppers is joining in 








Sothern states intensify | competition to 
attract industry 


Southern states hates ertnste peaceful 
industry with first a oe planning 
group (table) 

Specialty makers are looking forward to 
business boom in 1959 oy a 

Sulfuric acid — ——aes list of af 216 
producing plants (table) .. = 

Titanium — three new w develop 

Union Carbide’s Bakelite Div. math be 
known as Plastics Co. . - 

U.S. companies ee to enter com 

mon market are: 


U. re and E: + capa projects re- 

flect stiffer c —o and — 
costs of production ... Bass 

Urea 

Vick Chemical made its first foreign ac- 
quisition, more foreign mergers are in 
the works 

Vitro, Koppers teaming 

West Coast porters Hey debut 
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World synthetic rubber capacity (charts) .. 
Informal Committee for Corporate Aid to 33 
American Universities — Adequacy of 
technical manpower — Viewpoint H.C.E. 
Johnson 


Infrared — Ultrasensitive infrared detector .. 
— wren acid inhibitor, Rodine 








—— 








Desiccant dusts eyeing a place in the 
$275-million market — silica aerogels 
sold on a limited scale 

Du is bringing out four new pesti- 
cides 





Dust desiccation shows promise for con- 
trol of insects 

Exterminators swell pesticide sales 

FDA’‘s new fees 2.5 times those now paid 
to establish official use tolerances un- 
der the Miller Pesticide Act 

me pests — pest control manual avail- 
able 





“Living insecticides” x 
“Living insecticide” Lanogl than DDT- 


Toxaphene in crop te: 4 

Living insecticides — mierobiai control 
of insects is on the way, but should not 
be oversold, WACA told 

Long-range outlook is bright says NACA. 

More uniformity of federal-state a 
asked by industry . 

Optimistic predictions at NACA meeting. 
— sales will top $1 billion by ‘75 

Orkin — biggest company in the Lessa 
contro! business . : 

Phosphate insecticide prices . 

Powco insecticide caanaaa will, be ‘sold 
by OM to FMC 

Residue remover . ah : 

Residues on fruits and vegetables to be 
discussed by Assn. of Official Agricul- 
tural Chemists .. 

Russia’s insecticide-propaganda offensive 

Sales picture spotty . 

Systemic insecticides to kill cattle grub 
— meatpacking company pays farmers 
for using it ....... 

Systemic organophosphorous for control-_ 
ing grubs by USDA . 

Thiodan may give strawberry. growers bet- 
ter defense against cyclamen mites .. 

Toxaphene otal as a household in- 


secticide.... hg 
Institute of _ t Chemistry — Plans to 
study me isms of wood development 
in new Seuentaiee lab. 
Instrument Society of America — Conference 
in mata stresses technician 
training ... aie 


Instruments 
Analytic photometer charts 1-in-10 billion 
chloride levels (chart) 
Anode circuit breaker 
Annunciator for process monitoring 
Blister adherometer for sommes the ad- 
hesion of organic coatings ... 
Boron analyzer Mt 
“Building Voc” “analyzers speed p pri- 
mary chemical process control .. 
Calibration indicator . . 
analyzer ......... 
rator 
Detector, a new ys Cg radiation 
monitor for ‘“hot’’ tab: rane 
Digital voltmeter .. S. 
— controls called Electrik Tel-¢ 0- 














Fire ‘cae for plant use . 
Flow indicator . 
Insulation tester 
Melting-point apparatus 
iron tester . - 
MMR — new analytical tric 
New instruments for research — 
ing automation to the laboratory 
New _— with instruments at the con- 
tro! . 


Pathogen sampler, the yoo Sampler. 
Pneumatic temperature 
Protection device, called Fi Flow Check 


Scintillation analyzer ... 

Temperature measurements . 

Temperature probe, Sensistor . 

Torquemeter 

Two-pen, all-electronic recorder 

Water-concentration analyzer 

Insulation 

Electrical insulating tape 

Fibrous potassium titanate, Du Pont’s 
high-temperature insulator nhaowe 

Foam insulating material composed of 
Freon and urethane from GMC .. 

Foamsil insulating and refractory ‘material 

as equipment liner July 12-70 

Irradiated polyethylene insulates under- 
water motor developed by GE. ............... 

New cry ic concept... 

“Red hot” insulation fror ng! 

Refrigerator makers shift to urethane foam 
and fluorinated hydrocarbons 

Russians have a new fluorine-containi 
plastic for high-temperature wire insula- 
ti 











ion 
Stafoamer, special gun to shoot polyure- 
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thane insulation into wall cavities . 
Voltalir, new insulator 
Intermediates 
Diphenolic acid, new intermediate from 





Internationai Congress on Leprosy — ~ Tokyo 
congress reports two new drug: 
Inventory — Seven steps to “probability 
paper’’ inventory control (chart & table) 
ee — Compounds with iodine from Jamol 
t) 





lon exchange — Four analytical-grade ion- 
ae based on cellulose............ 
— Montecatini to supervise construction 
nat PVC plant .. ft 
Ire — Northern Ireland draws U.S. in- 
ot — new —~ ventures 
by Chemstrand, Du P: a 
tron 
Coating cast iron with tin 
Process for making sponge iron from iron 
ore by reduction with natural gas .......... 
Standard iron samples 
Strategic- wy A direct iron reduction pro- 
cess Oct. 4- 


Isocyan: 
uae entry to polyurethane foams . 
Prices 
Isomerization — “Shell’s new reactor boosts 
yields, cuts cost of liquid-phase bu- 
tane isomefization 
lsophthalic acid — Prices : 
Isopropyl! alcohol — Prices ...........0-..ccc00. 
Isotopes 
Eight radioactive isotope standards......... 
ernment is pressing for more industrial 
radio isotope research . 
Uranium isotopic samples . 
Isreel 
Construction of a major chemical compiex 
proposed by the Ministry of Development 
Need for chemical research and process 
plants 
Itaconic acid — Prices . 











Jamaica — Seeking U.S. pennies and chemi- 
cal plants .......... 


_ turned to Japan for technical and 
inancial heip 
Japan Vinyl Chioride Assn. is pushing for 
a price cartel ... 
Russia and Japan w be ‘trading more in 
chemical products next year ... 

Japanese Petro-Chemical techetry Assn. — 
Ten companies organized group . 

Joint Congressional Committee on Atomic 
Energy — Proposed plan aimed to at- 
pian de economic nuclear power by. 1970 
(table) . 





Labeling 
AMA's Proposed labeling !aw will be re- 


CSMA publishes labelers’ manual 

MCA hits label bill . 

Acrilan labeling violations . - 

New labeling laws prime talking point ‘at 
Phi meeting in New York 


“RPL: ClO merger of two chemical unions 
may be picking up speed .. 

AFL-CI0’s ao chemical unions moving 
toward 

Actions in ro ol -management relations 
outside the chemical industry ............... 

rey on one-year contract at N.Y. 

ubber Corp.’s Beacon, N.Y. plant ... 

alliedse Baton Rouge plant has come to 
terms with United Mine Workers ........... 

Aluminum Co. of America threatened by 
strike in Alcoa, Temn. ........ 

Arbitration conference sponsored i by 
American Arbitration Assn., National 
Academy of Arbitration and Illinois 
Tech’s Business and Economics Dept. 

Canadian Industries’ Edmonton, Alta. 
Strike into its second week 

Canadian settlement . 

Chemical — man, Joseph Karth, voted 
into 

Cooperation een labor and manage- 
ment saves plant 

Du Pont workers vetoed representation by 
a River Atomic Metal Trades 
Council , 

Employees of Du Pont’s Belle, W. Va. 
works vote on representation — layoff 
at Orion fiber plant in Camden, S.C. 

Employment agreement suit against Bayer 

Employment is trending up in the chemi- 
cal process industries . : 

Engineers and other professionals may 
move quickly to unionism if the distinc- 
tions between them and non-profession- 
als are not recognized 00.2... 


Engineers’ union goes to NLRB 

Ethyl Corp. charged by union of contract 
violation ...... .... “ 

Fringe benefits move up (table) . 7 

Georgia court decision says employees 
can’t be forced to join a union that - 
spends for purposes of which they do 
not approve aa 

German chemical salaries (table) .. a 

Handicapped production, maintenance 
workers show excellent records ........... 

Heyden Newport strike ends 

High-energy strikes ........... 

Hollingshead strike ends .. ' ‘. 
ICWU — look for action between now and 
October when 15th annual convention 

will be held . , 
ICWU and OCAW appear ‘ready for merger 
ICWU votes to proceed with merger plan, 

gives President Mitchell second term .. 
Illinois Farm Supply’s trucks and person- 

nel may get through USI’s picket lines 
Industrial accident hearing at National 

Aniline’s Buffalo, N.Y. plant 
Labor mail Viewpoint H.C.E. 

Johnson .......... : 
Large-scale hiring and rehiring will wait 

according to AMA conference ............... 
Long strike at USI ....... 
Long strike may stop construction in the 

Sabine area of Texas , 
o— - AFL-CIO chemical unions is 

nearer — Viewpoint H.C.E. Johnson... 
Merger “of PAFL- Cl0’s two chemical labor 
unions in ‘59 is probable ‘ a 
— Chemical Corp. employees 
led a two-week strike. ae 
Michigan settlement . 
Multiskills — multiposer for maintenance 
NLRB — more funds, more service from 
the board... 

NLRB policy change | on labor contract . 
NLRB upheld discharge of five employees 
oe Copper’s Ray Mines Div., 

iz : 
National Aniline recalls... 
New York State Workmen’s Compensation 

Board hears radiation case 
OCAW complains 
OCAW fecal any with, ou at Niagara 

Falls and | City 
OCAW threatens mass ee at Texas 

Gulf Coast oil and petroleum plants 
One-day strike at A.E. Staley Mfg. . 
Powder strike ended at Cyanamid’s Graf- 

ton, Ill., plant . 

Research technicians at Tidewater Oil 

“Right to work’’ battles in Llth-hour rush 

Spencer employees have voted to continue 
bargaining under ICWU 

Spencer signs new contract 

Standard Oil of Indiana’s libel suit 
against Local 725, IUOE 

Stauffer contract ... 

Stauffer settlement 

en defined — Monsanto has to pay 








mployment benefits at E! Dorado, Ark. 


Strikers fired at OM’s Alton, Ill., explo- 
sive and solid propellent plant 

Supreme Court decisions during 1957-58 
term 

Texas strike of construction workers 
ended after it had set a 90-day record 

USI Tuscola settlement 

Union merger 

Union rejection by employees at plant of 


Goodrich-Gulf Chemicals, Institute, W.Va. 


Unionization at Belle Works 

U.S. Chamber of Commerce study on fringe 
benefits... 

Varcum Chemical strike ends 

Wage agreement at Dow’s Sarnia Works 
averted strike 

Wage bargaining in ‘58: Parleys, not 
pickets 

Wage cost for pharmaceutical companies 
will likely rise 

Wage ‘freezing’ at ‘Union Carbide’s 
Whiting, Ind. plant... 

Wage negotiations that may set patterns 
in oil production were dead-locked be- 
waren Sinclair Oil and OCAW 

payments are on the rise 

Wage rise at — Carbide Nuclear Co., 

ak Rid 

Wages — C haar tates still setting the 
pace (chart & table) 

Wages — ~~ of tabor costs by 1970 

predicted 

Wages — soapers’ wages go up 

Wages — steelworkers’ wage boost may 
raise prices of equipment 

Walsh-Healey Act may force a new boost 
in chemical wages — Viewpoint H.C.E. 
Johnson....... 


Welfare legislation may be voted but 
Kennedy-lves labor union reform mea- 
sure has been bottled up. 

Laboratories — Instruments and automation 
bring new look, and new problems, to 
contro! labs 

Lacquer — Acrylic lacquers for GM’s ‘59 
autos Sept. 20-63 — letter 

Lamps 

Mercury lamp 

Ultraviolet lamps to produce negative ions 
in the air 

Latin America — Rayonier conference pro- 
motes better understanding between 
U.S. and Latin American businessmen 


Low 
Alcoa pollution trial ends 


8G Keer 


G Bo 








Allied and International Paper defendants 
in chlorine leak suits .. 

Antibiotic pricing and patents ‘suit ‘against 
five companies .. 

Atom royalties claim ‘nearing ‘settlement .. 

Battery additive battle on =. eaeiings 


gislative box 
id in 58, what’s ahead .. 
California’ S upcoming legislation on li- 
censing of engineers sparks ‘peemcannccd 
Chemetron-C&C back in court . 
Chemical companies eaten 6 federal 
owned plants 


pl 
Chicago air pollution aatien a3 98 
- and Carter both win in legal 
fight 





Color copying — unfair competition 
Companies lose pollution suits —...... 
Congress — some significant legislation 

on the eve of this session’s adjournment 
Congress — unfinished business . 
Cooperatives — prospects of a stricter 

tax ee eee oe 

by Democratic election ee: 


DDT case continue: 

Du Pont sues Phillips for infringement of of 
polyethylene patent... 

Du Pont tax case in S.C. Sites 

Employment agreement suit against | 


Bayer . ; 
1.G. Farben lays claim to GAF stock in 
stunning legal move . ee 
Flavor makers tangle with law makers _ 
over the new food additives amendme 
le tops law tiffs 00 
Gas law fight rages on ne 
Georgia court decision says employees 
can’t be forced to join a union that 
—_— for purposes of which vise do 


approve . 
me Chemical cleared . sah 
Index Chemical found not ‘quilty of air 
pollution .... we 
Justice —_ — enter the antibiotics 


monopoly ; 
Kentucky Mottution indictments S against 
oil well on 
Lilly antitrust suit . 
Minnesota courts permit g 
kets, to sell 
Monsanto liability suit sett’ 
Nashville, Tenn die 
Monsanto vs Centrai ‘Farmers — second 
trial set for N 
Monsanto vs Central Farmers Fertilizer 
Co. takes a surprise turn .. ven 
New color law? 
New food additives lawis good but not 
all problems are solved — —— 
H.C.E. Johnson ... ; 
Patent legislation was Stalled in 1 the 85th 








ongress 

Pending cases involving CPi may be af- 
fected by Youngstown-Bethlehem de- 
cision . 

Pfizer and Diversey patent ‘suit settled . 

ss pele ordinance offered in Columbia, 


Proxy count blocked . 
= in m Industry — ii ae 
the trend toward local re- 

qiation (table) spaisedaseantassntiegiinins ; 

“Right to work” laws are up for voter 
choice in November — here’s what to 
expect from balloting in several im- 
portant chemical states . 

Secret trials . 

Spevack’s heavy- -water process case en 
tering its final round .. 

Standard Oil of indiana’s libel suit against 
Local 725, 1UOE 

Supreme Court’s decisions d 58 
term — next session to settle three is- 
sues ii the CPI 


Syntex patent suit ~% 
La fight appeal ... 

ax legislation agreeable to 

efi may come out of Congress th this 


fue chlorine antitrust suit 

Texas court decision may be uide to dis- 
putes over local taxation pale 
operated, federally owned propert 

Texas wins gas fight 

Textile-fiber products identification act 
will be enforced by FTC . ae 

“Trade secrets” — Allied-Dixon and 
— nto-Central Farmers Fertilizer 
suits 

U.S. Supreme Court ruling supports F FDA 
in banning Red No. 32 

Vanadium lawsuits . = 

— legislation may be voted but | 

es pes union reform measure 

a been bott 


What the polities shift to the left mean 
to busine 


Lead 


Chemical uses wanted by researcher Radtke 
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——- pressure for inclusion in barter 
de 


oy quotas into effect 
ot dy et launch a joint research 


Peneit makers & draw up “58 chemical list 


Prices July 12-79; Oct. 11-114; Oct. 18-94 
Lead Pencil Manufacturers Assn. — Pencil 
makers draw up ‘58 chemical list (table) 


Leather 
Extra-durable, low-density leather by new 
process developed in Africa .. : 
Banton el 


Levees — Plastic levees for rice fields .. 
Lignite — Bureau of Mines readies modifies 
lignite gasification plant 








Lime 
Best available pesticide to fight the star- 
fish in oyster beds 
—- 0., municipal ‘lime kiln has found 





ithium 
AEC threat to end stockpiling spurs pro- 
ducers into diversification, research .... 
Producers foresee continuing rise insales 
— research key to = markets 
Prospects are less than brig’ 
Lithium perchlorate — More oon one poten 


Smog, 
threatens industrial shutdown .. 
Louisiana — Esso fire squeezes high-purity 
ethylene supplies at Baton Rouge (map) 
Lubricents 
Additives — how do zinc dialkyl dithio- 
phosphate additives work in engine ahd 
Corrosion-resistant lubricant. 
Seceaet additives . ) 
Vand effectively ‘lubricate 
"ick obalt alloys at temperatures 
A... faases will be replaced by “fiber- 
glide’ bearing in one 1960 aut: 
Hot running lube tester ..................... 
Lithium greases 
Load-carrying capacity doubled aiye an at- 
mosphere of nitrogen ............... 
Moly lubricant .. oon 
Output inthe U.S. in 1957 more than a 
billion pounds, according to N.L.G.I. . 
Radiation and high-temperature-resi stant 
lubricants for the AF . 
Rocket engine lubricants for X- 15, poly- 
mers of chlorotrifluoroethylene 
Rubber lubricant, 4X Silicone Spray 
oe for aircraft a obs, SRI 
resear 
a tic chain lubricant . ‘ 
‘on fluids and lubricants. : 
= automotive grease consumption will 
skid 46% in 10 years . 
U.S. lubricati ae will it 


mount- 
ing requirements for chemicals (table). 
Lurgi process — Slagging slices gasification 


M 


Machine searching of metallurgical literature 

Magnefite process — Magnesium-base sulfite 
pulping technique 

Magnesium — Dow Gptimistic ‘on ‘magnesium 
for use in automobiles .. adie 

Magnesium carbonate from sea bitterns . 


Maintenance 
Automation opens way for multiskill main- 


ance men ; 

Columbia-Southern is ‘making ‘preventive 
maintenance pay off 

Plant winterizing can pay off — Canadian 
case study spells out how 

Standard Oil of California’s annual intra- 
company maintenance conference in San 
Francisco to improve maintenance-pro- 
duction communications . 

Tank-car ‘‘repairing in the 

Tidewater Oil’s Avon, Calif. refi 
materials delivery system 


nos 
AIChE 50th jubilee meeting forecasts new 
solutions of vexing management prob- 





ms 

Abbott’s suggestion awards rated tops .... 

Action against labor 

American Cyanamid is studying results 
of an industry-education cooperation 





Program . 
Average plant manager — how salary in 
creases with plant size (chart & tables) 
“Brainstorming’’ solves control-lab prob- 
lems at an pee Cyanamid’s Bound 
clensen i} 
w rates still setting evecte (chart. 
table) 


& 
CPI’s stake in air pollution ws 
cP ~ — chemistry course for exe- 


carbides J.D. Benedito explains reor- 
ganization of plastics sales group ....... 








Carbide’s technical service manager shows 
how to make a ese pay off in 


increased busines: 
Chemical cupeutves from three nations 
gather in Montreal for meeting of SCI... 
Chemical management man, Paul Famin, 
new governor-elect in Arizona ......... 
Christmas offerings 
Company image colors recruiting picture .. 
Employee seminar for improvement of cus- 
tomer 
Executive salaries reflect pape sales 
— Survey shows (chart)... 
German chemical salaries (table) . 
Glidden’s first-annual money management 
contest 
ow turns show time to sales time 
How much can — and should — a company 
Say about its operations — Robert Akers’ 
viewpoint on this saject a at the MCA 
meeting — Viewpoint E. Johnson .. 
Jefferson Chemical revises sales oo all 
zation around ‘‘marketing concept ; 
The MCA story — its accomplishments, 
objectives, ization — report ... 
Multiskills — multiposer for maintenance 
OM sponsors Labor Oy enna at = 
Pant Ky. plant ... ss 











morovenen at ramen. prods moces Fails 
plant 


Rayoner conference promotes 
erstanding between U.S. and ond Latin 
American businessmen... 
ay court decisions weaken unions’ 
Sition .......... a 
Reichhold adapts engineering setup ‘to. 
handle problems of expanding »/ ants 
scattered around world (map) . 
Researchers in the limelight — cw survey 
shows more CPI companies are publici- 
zing their scientists 
Retirement of researchers — CW's nation- 
wide survey shows CPI’s new attitudes 
ad os of rs > oo ante execu- 
Phan Oil of rh tle ‘s top mainten- 
ance management back from intra-com- 
pany conference with new ideas ‘ 
Technical executive boom — survey......... 
Tidewater Oil moves headquarters from 
S.F. to L.A. — payoff on planning ....... 
= new materials delivery ad 





Unton Carbide making some top-level 
shifts ... 

Union leaders seek merger. 

Wait-and-see policy with regard to large- 
scale hiring and rehiring of manpower 
according to AMA conference .. * 

Westvaco’s grass roots campaign to tell 
about its role in Charleston, W. Va. 


Manpower, technical 
Abbott’s stion awards rated tops ... 
Adequacy of technical manpower — View- 
point H.C.E. Johnson .. " 
Average plant manager — how salary in 
creases with plant size (chart &tables) 
CPI wage rates still setting the pace 
(chart & table) 
Company image colors recruiting picture .. 
Employee seminar for improvement of cus- 
tomer relations 
Employment agreement suit against Bayer 
Employment is trending up in the chemi- 
cal process industries 
Engineering licenses — “California legisla. 
tion sparks controversy .. Me 
Engineering te technicians discussed at 
IChE meeting . “ 
Engineers and other professionals may 
move quickly to unionism if the distinc- 
tions between them and nonprofessionals 
are not recognized 
Executive salaries reflect company sales 
more than earnings, survey shows (chart) 
Executive salary survey — AMA‘s seventh 
annual look at middle-manageme nt com- 
pensation 
Fringe benefits move up (table) . = 
Germany — technical men top the mye 
pyramid (table) . aise 
Handicapped production, “maintenance 
workers show excellent records .. 
jon Cc 
training aids to help solve eee 
technical shortage 
Kanawha Valley industry helps launch new 
ago lence graduate schoo! at Institute, 


Labor unions b ini rt d 
b 


ana 
deaiat 














y 
——— hig ae a rehiring will ‘await 


cording to A onference . 

Multiskill pd omcttho men is 
Physicist asks workmen’s compensation 
grant for time spent in radio activity 

Studies 
Prospects of federal aid to science educa- 
tion improve 
Recruiting drive for research center 
Research technicians at Tidewater Oil .... 
Researchers in the limelight — CW survey 
shows more CPI companies are publiciz- 
ing their scientists 
Retiring your researchers — CW's nation- 
wide survey . 
“Right to work’ battles in 1lth-hour rush 
— advisors to U.S. embassy staffs 


Shell’ ~ = volunteer to teach in L.A. 
high schools 














Soap-making employees’ wages go up ..... 
Wilmington, Del., chemical ant sponsor 
Summer day camps for science-minded 
high school 


Manufacturing Chemists’ Assn. 
Data code debut 


Hits label bill 

Industry-approved food additive bill ap- 
pears certain to become law 

Key bow t = winter meeting: CPi problems 











— its accomplishments, ob- 
sncnoee | organization — — 
river recovery research program 
Mark, Herman — Plastics report from Russia 
Market research pemdee at French rented 
Ind., meeting .. 


Materials Handling 
nes palletization of loaded multi- 
wall bags, latest step 2> warehouse im- 
etter .. 


provement 
Bulk distribution of scones 
FGAN safety = - 
Magnesium 


McCarthy, oe. “Backs new kind of oi! 
venture, Rich Oil burn treatment 

Melamine — French process for making mela- 
mine revealed in Australian patent ap- 
plication 

Melman, Prof. Seymor — What’s wong with 
the patent system 


Metals 
Calcium monofluoride key to purification 
proc 





ess 

= melting of high-temperature 

meta 

Foamed metals will be tried as a possible 
weapon against SMOg 0... ccs 

Industry is beginning to show mes of a 
pickup . 

Less gloom ‘in the metals ‘industry, th 
Congress killed minerals subsidy ‘Ti 

Rare earth metals 

ew - ad changes © ‘confirmed dby 


Electronic pH meter 
Flowmeter for exotic fuel ... 
Methanol — Prices. 
S-methoxy—4—hydroxymandelic acid — New 
biochemical . 
8—methoxypsoralen - — isolated from lime oil 
Methylamines — CSC’s cost-saving secrets 
of Terre Haute, Ind. plant .. we 
Mevalonic acid tagged with radioactive. 
carbon-14 for use in semana re- 
EE Sictaconneteviecsas 2S. Jae 


Mexico 
Chemical b boom below the border (map and 
tab i 


Du Pont’s and Glidden’s race to build 
first titanium dioxide plant halted . 
Emergence as a major sulfur er and 
exporter is recognized by USBM 
First newsprint plant started in Oaxaca .. 
A fourth U.S. firm may get into Mexican 
sulfur production ......... 
Geo-thermic plant uses volcanic steam as 
source of power 
Nationalization of the oil ‘industry — ~ Pemex 
will have monopoly on supplying all 
basic petroleum products .. 
New Pemex chief fixes rules for foreign 
petrochemical investors . 
Microtubing from Monsanto ... 
Milk — Dry milk crystals that readily recon- 
Stitute produced by USDA 
Millis — Pebble mill used for testing film 
adherence ... 
Minerals — Domestic minerals producers will 
= pees for more aid in the new 


manans an for gases ‘and iquids 4 devel- 
pte pay Austria............. 


Modernization 
Engineering can be done three ways — 
which is most efficient for you? . 
Modemize now Viewpoint H.C.E. Johnson 
with instruments at the controls 
*59 — how modern is American in- 
dustry? Ri by the McGraw-Hill De- 
partment of Economics (tables).............. 
Plan ‘59: Modernization for the CPI — 
ee (charts & tabies) oe | 1 —_~ - 
letter .. ee 
ares 
-purpose parting agent 0... : 
Mold release agent, WR-23 
Valve-gate molding process for high-density 
polyethylene and other thermoplastics. 
Molecular models ... 
— sieves — = competition i is shaping 


“le 
Melphdena powder ................ 
Nickel-chromium coating Sieeadinetaie 
“Slip-casting”’ method of producing i 
cate shapes from powdered molybden 
Vapor-phase deposition is key to new plat 
ing process 
Wire drawing machine .. 
Molybdic Oxide — Shattuck joins American. 
Metal as sec ‘ “ 
Monomethylamine — Prices 
Morocco — Procter & Gamble forms new sub- 
sidiary Maroc to produce and sell deter- 


& B&F Bas BRB - 


GG BR 


gents in the mediterranean area 
Mothproofing — Larvatex, densieamante moth- 
proofer .......... 


om 


eatherproof motor 
wwet™ motors tackle pump seal problems. 


N 


Naphthalene — Rising imports, slack demand 
may force price cut (charts) ....... 
ee = Aeronautics and Space Administra- 
tion — Congress cut back on funds 


National Bureau of Standords 
Basic research on corrosion 
c ic Engineering Lab has estab- 
ished an information center .. = 
pa distillation operating data . 
Quick method of determining acetylene ie in 


Standard iron ‘samples. 
Uranium isotope samples... 
Zinc spelter dard 
National Classification Board of Motor 
Carriers — OK for lighter drums . 
National Cotton Council — Chemical Finish- 
a in Washington, D.C. pro- 
Some figures on wash-and- 
wear cloth 
National Foncign’ Trade Council — sth con- 
vention trade policies . 
National Industrial Conference Board — ~ An- 





National Institute of Drycleaning — Cotton 
finish tests 

National Lubricating Grease Institute — 
Survey forecasts a jolting drop in auto- 
motive grease demand (chart) 


National Pest Control Assn. — National 


meeting discusses latest idea in insecti- 


cides — desiccant dusts... 
Survey of pest contro! ... 

National Safety Council — ‘Data shows slip 
in chemical ad safety record 
(charts & tables) 

National Society of Professional Engineers 
— Dunn at A Francisco meeting: 

““management’s neutral stand is abdi- 
cation of responsibility”’ ..... 


Notural ges 

Canadian gas startup ........... 

Gas contro! method . 

Louisiana law will raise tax 

Rates to rise = last week's state 

i rulings . 

Russians are claiming anew process to 
make formaldehyde from natural gas 
Dec. 13-32 . 

Supreme Court to hear ‘arguments on sub- 
mitting a rate-increase sched- 
ule to the FPC without the consent of 
all customers ......... : 

Texas wins gas fight ................... 

Naval stores — Prices ... . 

Nematodes can take more radiation than was 
expected, U.S., Dept. of emanate re- 
searchers reveal . 

Neomycin sulfate — Prices ... 

Neoprene — Products from Crichton, trade- 
named Cri 

New York City — Planning a yearly washing 
of subway tunnel walls, looking for 
detergent suppliers , 

New York State — Business climate bad? 


Nickel 
Cuban nickel-cobalt leaching plant will 
have & reactors — capacity 2.3 million 
gal. 
hyperure nickel will soon be available 


Nickel oxide — Prices. 

Nickel sulfate — Prices 

Nitrate remover .......... 

Nitric acid — Hoko nitric acid process can 
produce both acid and tetroxide directly 
from ammonia ........... 


Nitrogen 

Direct gain for producers (chart) ..... 

Four new nitrogen heterocyclics ..... 

High-purity nitrogen by new method with 
molecular sieves ....... 

Nitrotoluene — Prices... 

North Carolina — Chemical production. 


Nylon 

British expansion 

Commercial Solvents will be producing 
caprolactam, — material for nylon- 
6 mo my ony. ¥ —_- : 

Fosta Nylon 62 A 

Linear polyolefins ~— ahead — ‘but nylon 
makers are not perturbed (table) ....... 

Nylon-6 — full-scale production at Foster 
Grant’s new plant ..... ; 

Nylon 6 molding resins and fibers pros: 
pects 

Price cuts on staple fiber. 

Rayon producers against nylon in the 
battle for tire-cord markets : 

Replacement-tire sales speed upward 
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Oils and Fots 

Bacterial inhibitor . 

Coconut oi! — look for a op i in worldwide 
demand .. aaa 

Coconut oil — ~ prices ; 

Edible fats, oils and oilseeds — record 
supplies predicted for the 1958-59 market- 
ing year... 

Essential oils marketers hit by political 
problems in Haiti — vetiver oil sence 
ID scericcesiccisiitaniticiistihailcniiazedane 

Lithium greases . 

New flotation-damping fluid from Fluor. 
Chem .. 


White oils resistant to heat discoloration 
Ointment — Burn remedy, Rich Oil ......... 
Olefins — German — reports nearly 

100% yields of aldehydes ....... 


anic Chemicals 
uyers offered the services of 50% larger 
capacity by Eli Lilly .. 
Synthetic organics sales charted in in latest 
Tariff Commission reports (ch 
Organometals — Manufacture eal az 
Electromet . 
Organotins — Output should rise to some 7 
million Ibs. / {oo 
Osborne, Stan — Olin Mathieson’s reorgani- 
zation man. 
Otto the Rat Man — Otto Orkin, founder of 
Orkin Exterminating Co. . 
Oxidation — Ferro-magnetic oxi process 
developed by Degussa . 
Oxo-alcoho!l — Borohydrides’ ‘cleanup bid: 
removal of carbonyls from oxo-alcohols 


Oxygen 
Key to Carbide’s plans for the Brownsville 
plant may lie in two big oxygen units . 
50% boost of capacity at Air Reduction’s 
Lorain, 0., plant . 
Oysters — Lime best pesticide for starfish 
Ozone treatment of sewage ; 


P 


Packaged plants — First complete listing — 
report J.J. Mahoney (tables) — 
Sept. 20-101 — letter ..... : 


Packaging 
Automatic aerosol packer. ......... 
Cast polyethylene film less expencive 
than cellophane 
Cosmetic industry’s packaging needs 
soar (chart) 
Glueable polyethylene for pack aging 
Important packaging potential for 
amylose film 
Multiwall bags — mounting demand by 
chemical makers (chart & table) 
New packaging products: Caplene, 
Propiene, Orthofoam and Meta foam 
Process to hermetically seal plastic 
containers ? 
Will waxes meet the production chal- 
lenge? — report nie Bloch (charts 
& tables) 
Wire-bound boxes 
Packing — Dowpac, new packi hg material 
Paint remover — Paint stripping booklet 
from Oakite 


Paints 
Acrylic lacquers for GM’s ‘59 autos — 
others tum to high-melamine enameis ~ 
Sept. 20-63 — letter 
Antirust paint, Apex Black 
‘Antitrust suit against Sherwin-Williams 
and several affiliated paint producers 
Blister-resistant paints — new data on 
formulation 
Course in paint technology will be offered 
at the University of Florida 
Dow’s Latex 566, paint vehicle — prices 
Exterior house paints based on iso- 
phthalic acid-derived resins — 
July 5-39 ~ letter 
Film former 
Fire-retardent paint, SAF 
Fluorescent paints for AF planes 
Foam- fighting latex 
Gelled paint formulation based on a vinyl 
* acetate ... 
industry is due fora ™ increase in pro- 
duction by “61 according to Canco 
Latex paints for wood exterior from Dow — 
Oct. 4-93 — letter ........ = 
Latex sales up, alkyds down (table) .... 
Modulac, alkyd resins for gossy paints 
Paint industry is counting up its new 
orders since the last Navy plant closed 
Pointers on paint — 17-state survey 
Southwest's largest paint, vamish, 
lacquer plant openedin Garland, Tex 
Turf color paint keeps gass green 
, Vinyl emulsion primers ...... 
Water-based paints promise of novel 
resins out of ADM, Amoco 
World marine paint ..... : 
Palletizing — Automatic palletizing of. 
loaded multiwal! bags, latest oes in 
warehouse improvement . : = 
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Paper 
Coating Nuodex 869 ........ 
Demand up with cstetantid ins ‘in view 
(tables) .... . 
“Inorganic paper’ “by 3M. *osintt 
Magnefite process claims to reduce 
pollution problems and to improve 
recovery of heat and chemicals from 
spent sulfite cooking liquors - 
yo s first newsprint plant started 
in F 
Output tor multiwall ‘shipping bags (chart 
tabi 


mR 3... fiber added to cellulose fiber. 
paper stock is being tested by NBS 

Producers will need ali the rt, they 
can muster to meet the demand 
-swelling population 

Sodium chlorate demand for pulp ‘and. paper 
bleaching (chart) .... a 

West Coast papermaker is ‘racing ‘to com 
plete underwater waste-disposal project 

Patents 

Antibiotic pricing and patents suit apvent 
five companies 

Cancer patent miles ........ 

Du Pont asks enforcement of its com- 
position-of-matter patent on linear 
polyethylene ......... 

Du Pont’s route to Monastral red pigments 
revealed in three new patents 

Germany — chemistry continues to ‘bulk 
big in West Germanys research effort .. 

Goverment patents — Viewpoint H. ne e. 
Johnson — Aug. 23-15 — letter . 

It’s time for a re-examination of our 
patent system Vienpeas H.C.E. 
Johnson 


Junk the patent ‘system — “advice to Senate 
Judiciary Subcommittee by Seymour 
Meiman .... pie 

ee was Stalled entirely | in the 


Linde utes ready ‘to cut loose | some 
patents on air separation processes .... 

Lisbon meeting to re-write the inter- 
national patents and trademarks con- 
vention .......... 

Machiup, Fritz, of Johns ‘Hopkins ‘condemns 
Seymour Meiman‘s demands but admits 
there’s need for “reform” 

Minor concessions won in world patent 
conference 

Monsanto tums up terpolymers with help 
of diagrams, handiwork of Robert 
Slocombe and George Wesp ...........-.-..-- 

Patent Office is powerless to upset 
Pfizer's patent — Justice Dept. may 
enter the case .......... 

Patent owe roadblock to progress — - 
July A 

Pfizer and Ahn conan ‘suit ‘settled . 

Polyolefin technology fights — joint 
Montecatini-Ziegler statement ... 

Polypropylene patent situation ...... 

cess for methacrylic and acrylic 
derivatives .. 

Spevack’s heavy-water process case 
entering its final round _....... . 

Spevack’s patent rights as the ‘inventor 
of heavy- sane at stake — Viewpoint 
H.C.E. Johnson .......... 


abroad .. 
Pencils — Chemicals used 
1958 (table) . 
Pentachlorphenol - - “Capacity doubled in the 
Pacific Northwest 
Pentaerythrito!l — Prices ........ ees 
Perchlorethylene — Dry cleaning usage — 
will dominate field by 1965 ................. 
Perchiory! fluoride from Pennsalt ............... 
a 2 — Unsaturated — 





Perion — olin will start | up ‘a ‘perion | 
plant 


Petrochemicals 

Austria’s petrochemical industry was 
launched last June with the formation 
of Danubia Petrochemie A. G. 

East Germany’s petrochemicals expansion 

Europe’s petrochemical output 

Foreign deve 

Japan has organized itself in its bid for 
world markets 

Mexico’s govemment-elect plans warm 
welcome for U.S. investors .......... 

Pemex chief fixes mules for foreign 
petrochemical investors ............. 

West Coast petrochemical debut . 


Petroleum 

Alcohols from petroleum, Alfols 

Athabasca oil sands project up to the 
Canadian cabinet 

Athabasca oil sands — Richfield — 
ahead with project ... ee 

Cat-cracking booster .... 

Chemistry of oil formation to be studied .. 

Govemment is again talking aneey 
oil import controls .............. 

Import base is being broa’ dened . ee 

Imports into the U. S. east of the Rocky 
Mountains will gain .. ae 

New method of curbing the hazards of | 
hydrogen sulfide gas in oi! well opera- 











tions 

Oil out of tar sands with modified 
Swedish Linsprocess .... 

Oil shale and oil-tar project ee 

Oil supply — government's first problem, 
if the Mideast crisis continues .. 


Producers groom ae ind combustion 
PB nomen ¢ higher pa recovery ......... 
derground atomic explosion for extrac. 
“ae of oil sands may be tested in 
Alberta, Canada ........... - 
Underground combustion for secondary 
recovery of oil studied in Califomia .. 


Will waxes meet the production challenge? - 


report Maurycy Bloch (charts & tables) 
Phenol — Synthetic phenol prices ............. 
Phenolics — Standardization on phenolics 
as the one glue for plywood age 
boost consumption . ae 
Philadelphia — Fluoridation ‘success, 
Phonograph records — Nonbreakable record 
sales soar (chart) . aaineanneaned 
Phosphate 
Florida phosphate makers sponsor three 
year air pollution study et ae 
TVA will push high-analysis fertilizers 
and other by-product recovery processes 
P 


Photo blueprint for future repairs ............. 
Phthel ic anhydride 

European capacity — 

More capacity is on the wa 

OAs Aug. 2-57, Aug. 83, Aug 


Slack demand ‘may ‘force | price “cut (charts) 
Pigme 
Bu 0 Pont’s and Glidden’s Mexican race 
halted 


Harshaw-Kentucky Color merger will 
magnify pigment interest 
Light-fast red pigments from DuPont ....... 
Stral red pi its from Du Pont ...... 
Uranium colors for ceramics ................... 


Piping 

$80 million pipeline to carry Alberta gas 
by-products to the Pacific Coast ......... 

Electric-resistance sleeve solved the 
problem of temporarily heating a fluid 
transfer line .. Vs 

Joint sealant, Permacel Ribbon Dope 

Light-wall stainless-steel pipe — wei ghing 
advantages ... al siestianestiie 

PV joint .. 

Plastic 5 pipe of improved Kralastic resin.. 

Plastic pipe — 4. pe with pesaund 
(chart) — Aug. 9 sanmnates 

Polyethylene Rhee Hee mane oe by new 
extrusion technique 

Polypropylene’s ce oa into the pipe 
market — Aug. 30-53 — letter . 

Steam line savings .. 

Sulfur by pated is s getting special study 
in Canada a 





Plant Location 
Chemical industry — still taking giant 
strides south and west (map & tables) 
Recruiting costs for research center far 
from a major city .. ic Sohlscassusealibaecanilicks 
States step up p ti 


Plonts 
Chemical industries are planning to in- 
—- spending for new plant and wand, 





Plan eX Modemization ‘for the CPi - 
report (charts & tables) . 
Today's trend to packaged plants — “report 
J.J. Mahoney (tables) . 
Plasma arc torch for parts- co 3 
Plasma — Studied for | fusion clues .... 


Plastic Film 
Polyethylene film consumption for 1 f 
ing will hit 300 million Ibs. year 
_——* film, pilevcioutnedn new film 
from Lud! i bisiconisicn 


Plasticizers 
Custom blending in bulk quantities is 
Monsanto's latest lure for West pat 


PVC A Rae DNODA 
Polyester plasticizers ..... 


Plastics 
Auto bodies from reinforced plastics a 
worry for the steel indus try i 
Bacteriostatic plastics 
Barges ... 
Bid for big ae construction 
markets (ch: ale 
Britain’s ema sales . eF 
Christmas tree icicle has gone p 
Cosmetic industry’s packaging needs 
soar (chart) 
Curing agent 
East Germany to boost plastics output .... 
8th National Plastics Exposition — 
~~ saad tums show time to sales 














me 
8th National Plastics Exposition spon- 
sored by SPI emphasized market 


Foamed plastics output in U.S. will climb 
to well over 50 million Ibs. in 1958 
Formica laminated plastic will with- 
nd high temperatures 
High-speed physical-test methods for 
plastics and lightweight alloys .... 
Home furnishings: booming market 
plastics abcne 
Hula hoop sales climb into the - 
million br acket 
Koroseal for fae, plating t tanks . 
Mylar-and-vinyl tapes. ............ 














hotography ; 
Boxcar photos to cut damage claims ............ 


Papermakers plunge into plastics (tables) 

Phenolic, Plyophen 5900. new plastic 
desi gned for use in missiles and 
rockets offered by Reichhold 

= industry — progress with problem: 


Plastics report from Russia — research. 
has tumed up new polymers. .............. 

Polyprop lene, the petrochemical ‘plastic 
is likely to be oneof the biggest success 
stories of the next decade 

ron ped producers will seek to 

rket ee 

Reichhold will aia ‘five new resins — 
polyethylene inclu seep sana 

Russia makes plastic gains - - o - 
plastics and chemical men tell ... 

Russia’s $618-million modemization — 
program for all industries in the Moscow 
area 

Russian plastics team winds up U.S. visit 

Russianshave anew Ruatine-contuieing 
plastic ......... wan 

Spray produces sharply ‘defined repro- 
ductions of latent fingemrints .... 

Supp ly/demand polyethylene, vinyl resin, 
polystyrene, phenolics, 

Teflon — chloroform in eduaiion of 
fluorocarbon plastics ... 

Thermoplastic from Hercu ; 

Uniparr, all-plastic screens rep Is 
in corrosive salt-water applications. .... 

U.S. Tariff Commission’s °57 data shows 
that vinyls sti!! head the list in 
production and sales ... 

Valve-gate molding process for high- 
density polyethylene and other 


West German plastics production 
increased 12.3% 
World plastic production forecast . 
Zippered wire sleeving ............. 
Plating 
Chemicals in semiworks quantities from 
Climax Molybdenum 
on directly to aluminum — Oct. 











Electroless nickel — letter .. 
Flame plating licks the wear ‘problem on. 
missile turbine shafts . ikea 
Liquid additive for copper Cand brass- 
bw. finses ........ 
= tungsten ‘plating processes _ 
sickei-chromium plating of Molybdenum .. 
Plutonium 
GE disclosed detailsof the plutonium fuel 
elements usedin Arco, Ida. reactor ...... 
Two new chemicals for treating victims 
of plutonium poisoning 
Plywood 
Phenolicsas the one glue for plywood .... 
Phenolics gird to overthrow saeesaea aan 
supremacy (table) . : 


Poland 
Chemicals output 13% over previously 
announced 59 goal ..... ee 
Polish chemicals may pl: 
petitive role in world markets . 
Reds step up chemical pace eR 
Russian machinery to blame for pr io 
breakdown of PVC at Oswiecim a. 
Startup troubles with urea production 
Poliomyelitis — Lederle’s oral polio 
vaccine field tested in Latin American 
i eee ee ee 


Polishes 
Car-wash specialties, a multimillion- 
doliar market .. 
7 camauba polish, ‘call 
Floor Wax 
Floor polish, 
Political campaigning — 
jess 


Politics 

Chamber of Commerce and nrocess com- 
panies sound call to arms for industry 
to join in political campaigns .. ie 

Get out and politick! — Viewoint ‘i. E. 
Johnson — Oct. 4-9, — letter Nov. 8-14, 

What does the political shift to the left 
mean to business? ....... - 

Why and how chemical business men can 
take a stronger wlein politics — View- 
point H.C.E. Johnson — Nov. 22-14 - 


— — Stirring up interest in 





Polycarboxyiic acids from nitriles or 
amides — new process patented in 
Germany ae 

Polyester 

Addition of polyester fiber to cellulose- 
oe paper stock is sm tested by 


Kodel polyester fiber .. 
Output — spur for furaric aci 
Teron, newpolyester fiber to be produced 
by Celanese-IC! concem ......... nies 
Vibrin, new polyester for reinforced- 
plastics applications ... . 
Polyethers ~ Developed from sorbitol anc 
propy oxide = 
Polyethylene 
Chemical and paper companies io sed 
into packaging film .. 
Du Pont asks enforcement of its composi- 
tion-of-matter ate on linear wd aid 
ethylene ............... soisinitinti ce 











Du Pont plans commercial production of 
linear polyethylene (table) .... ; 

Extrusion technique permits fabrication 
of large-diameter pipe 

Fim consumption for pack a fing will hit 
300 million Ibs. /year by “ 

Flame-retardant high-density polyethylene 
In a range Of COLOFS .........-.eccsecsseessesseee 

Glueable polyethylene for packaging . 

Hula hoop sales climb into the $ 
million bracket — Oct. 11-117 

Irradiated polyethylene insulates under- 
water motor devel oped by GE . 

Koppers is joining in two South American 
ventures 

Linear polyethylene gowth isn’t clouding 
horizons for nylon-molding resins 
(table) 

Major ae project ison tap for Du 
Pont of Can: 

Polpetiatone ¢ grows ‘in ‘triple time — letter 

Spray coating method of lining steel! waingg 
pipes and valves .. 

Surgical mesh made of ps 
4 -densit = 

U.S. exports forecast .. 








Polymerization 
Carbopol, new water-soluble polymer .... 
New case for bottle polymerization ......... 
Polymers 

Epoxy polymer, Versamid 140 .. 

Russia’s new seven-year plan will ‘put 
increased emphasis on polymer col 
ae ome 

Temolymers. with help of { composition- 
vs.-clarity diagrams .. aos 

Polyolefin 

Celanese introducing new polyolefin resin 
family, Fortiflex B ..... 

Esso may soon commercialize its ‘poly- 
olefin process .......... 

Linear polyolefins push ahead — ~ but nylon 
makers are not perturbed (table) .. .... 

Technology rights — os Montecatini- 
Ziegler statement .. oe 

Wax polyolefin DYDT — ‘prices a 


Polypropylere 
Eastman latest to join parade 
Esso may soon commercialize its poly- 
olefin process ........ 6d 
Humble, Enjay and Spencer team wD ‘for. 


try i 

Joint Montecatini- Zeger suien 
polyolefin beeen og dey 4 

Montecatini contends that it holds world- 
wide rights to polypropylene technology, 
charges that Hoechst had no right to 
sell license to Hercules. ........ 

New film, tradenamed Proplene ... 

Patent situation — Natta claims the 
“basic + - cae claims the 

“key catalysts’ 
Prices — Aug. 30- 53, sabienagl 


Polyst 
Calitomia production plans ... ” 
Cosden’s polystyrene venture — “company 
reveals new delivery concept dubbed 
curb-service marketing 
Dust repelling polystyrene .... 
Extinguishing beads, Pelaspan 18 ........... 
Granada Plastics at Saugus Calif. will 
start shipments .... ’ 
Halogenated polystyr 
Natta reports encouraging Tesu 
Polyurethane 
Easier entry to foams .. ’ 
Foam may find a job mending ‘bone frac. 
tures ... 
Pickup in f 
Nopco Sales prediction .~-.....- cca 


Polyvinyl acetate 
Borden's new facilities for producing 
PVAC beads 
Emulsions plant put ‘onstream by “Manhattan 
esives 
Priceof spray-dried emulsion ... 
Spray-dried PVAc emulsions bid for 
volume outlets . 
Polyvinyl! alcohol — More PVA coming . 


Polyvinyl chloride 
Production breakdown at Poland’s 
Oswiecim plant blamed on Russian 
machinery ... 
U.S. capacity got another ‘boost, ‘Borden’s 
new addition to Leominster Mass. plant 
Porelon — Johnson buys Perma and gets 
patent rights 
Portugal — Britain and Portugal sna 
nuclear info ; 
Potash 
Central Farmers needs wil: take all of 
National Potash’s Carlsbad, N.M. output 
Nuclear detonation considered for salt 
deposits near Carlsbad, N.M. a 
Potassium iodide from Dow .............. 


Power 

Costs on theway up .. 

Geo- thermic pn A at Pathe, ‘Hidalgo ‘State, 
Mexico uses volcanic steam as source 
of power 

Kammer power station has first commercial 
char-burning boilers ... 

Thermoelectric power 

Thermonuclear energy in 
problem at atomic conference ...... : 

Tidal power stations planned by Russia. 
at Mezensky Bay on the White Sea 

Presses — Arbor Press used for determining 








the caking characteristics of portent 
materials 
Prices 
Aid to metal and mineral producers won’t 
be agreed upon before Congress ad- 
UNIT cecinimmstitnsendipiereerteede-arteanenenricens 
—— pricing and patents — FTC 
Chemical and drug ‘stock ‘rices 'to all- 
time highs (chart) ...... 
Equipment prices up? ... 
“Fair trade’’ enforced by Squibb soe 
Process equipment may soon cost more .. 
Russians are disrupting world markets 
with increasing salesof cut-rate tin .... 
Senate drug price probe is in the works .. 
Synthetic rubber makers win Just. Dept 
praise for competitive zeal, rebuke for 
uniform —- 
Printed circuits etal- -sputtering printed 
circuits 
Propane — es a storage of by- 
product p = 
Punslent — Je’ ike Civica revises. 
sales organization ........... 
Public Relations 
Babies welcome at plant open house ........ 
How much can — and should — a company 





Say about its operations — Robert Akers’ 


viewpoint on this subject at the MCA 
meeting — Viewpoint H.C.E. Johnson .. 
Italy’ s chemical industry assn. sends 


OM sponsors Labor Day j 
Run, Ky. plant, a Community relations 
venture 

Westvaco’s plan for Charleston, W. Va. 
gives some tips on how to ‘‘sell” your 
plant to the community 

Puerto Rico — Booklet mane bid for U.S. 

investors ..........0.... seals 


Puip 
Antinust in Canada ° 
Bleach eT 
Growth o Hinton, “Alberta, when new pulp 
mill was erected . ; 
Magnefite process claims. to teduce pol- 
lution problems and to improve recovery 
of heat and chemicals from spent sulfite 
cooking liquors — Oct. 11-79 — letter .. 
Paper demand up with continuing gains 
in view (tables) .... 
Sodium chlorate demand for pul ‘and paper 
bleaching (chart) .................... 


Pumps 
Air tight pump ... RDS OOS 
Cormsion-resistant pump . 
Cryogenic pumps Roa 
Karbate impervious-graphite pumps - ee 
Vacuum booster pumps ........... 
Vacuum pumps ws 
Vertical slurry pup nn... cee cece eens ceseee 
Purchesing 
Dow motivation researchers take psychic 
measurements of purchasing agents, 
tum up new clues to sales service — 
Oct. 11-107 — letter ........ — 
ayn now features the “three 
part: * 
Putty — Xymtnetic “putty” ‘sales will hit | 
$10 million in ‘58. “2 


Q 


Quartz — Synthetic counts | in n large-scale 
production. ......... 


Radiation 
Accelerator for radiation processing 
Amino acid, cysteine, has found a new 
antiradiation use 
Nematodes can take more radiation than 
was expected ... ' 
Radiation seatstont fluids . 


Radioactivity 

Physicist asks workmen’s compensation 
grant for time spent in radioactivity 
Studies .......... 

Removing atomic fallout. ‘spray ‘on special 
asphalt emulsion, then rake it off . 

State-by-state rundown on the trend toward 
local aie of radiation in ansted 
(table) ..... F 

Radiocompound — “Doubly ‘labeled radio-_ 
compound available from Research 
Specialties Co. ........ 

Radioisotopes — South’s sham gain ‘in, 
radioisotope uses in 1958 — =m 
breakdown (table) ....... aes = 

Rauwolfia alkaloids . se 


a 
ducers against nylon in the battle for 
tire-cord markets ... 
Rayon filament textile yams price b boost 
by Industrial Rayon ............ 
Reactors 
Belgian reactor readied for export ........... 
Control and coolant techniques improve 
nuclear reactor efficiency reduce costs 


First privately owned hea vy-water reactor 
to go critical was shown off at the 
NDA-Pawling Labs., dubbed PRR 

Giant reactor batteries go up at Cuban 
nickel-cobalt leaching plant 

New unit converts more butane per pass 

Plutonium-fueled nuclear reactor in 
—— operation at Arco, Ida. — 
Aug. me 

som aiied, ‘deuterium-moderated 
reactor at NDA new hot lab at dees 


Tantalum-linedreactor ...... 
Ultrasafe training and research reactor 
from Vitro Engineering ...... , 
Reagents — Colorimetric determination of | 
= in sic acid shania al 
IB scicnntininie 


Refining 
Cat- cracking booster 
Light oil refining column 


Refrigerators 
Dry ice-operated, subzero cabinet . 
Liquid nitrogen refrigerator ....................... 


Regional ares Council on Nuclear 
Energy (RACNE) — South takes weiennt 
route to nuclear growth (table) ............. 


Research 
AEC lab contract; plans for food center .. 
AF high-temperature lubricant research 
tries new machines at Southwest 
Research Institute 
— is getting extensive di inical 


aid rok antioxidants may “qualifygsilicone 
lubricants for high-temperature, jet- 
engine service .... 

American Cyanamid will move toward 
decentralization — a centralized program 
wasn’t suited t its corporate objectives 

Ammonium nitrate fuel oil combinations 
groom for new market in wet blasting . 

Amylose starch film ............ 

Bell develops new stain que ‘to 
probe ferroelectric poe properties .. 
Canadian Dept. of Agriculture research lab 
indicate nickel chloride will ay 

eradicate wheat rust ............. 

Cancer chemotherapy research — ‘govem- 
ment’s industrial contracts (tables) 

Chemical industry research budgets are 
up 10% this year ........ : 

Congress is going all out in ‘support of 
medical research .... : 

Contract calibration of control, research 
equipment — J 

Contract research: cure for. a coming | 
crisis? — report L.B. Hitchcock (tables) 

Desiccant insecticides research at UCLA 

Does it pay to publicize researchers? 


CW survey 

Dry milk crystals that readily reconstitute 
produced by USDA . so 

Flame test launches new paint bases _ 
from ADM, Amoco ............ 

Florida phosphate makers sponsor three 
year air pollution study 

= s ae silicone, nitrile silicone 

GM's el Florida lab mass-tests paints, 
plastics, fabrics for resistance to 
weathering . 

Gains in anticancer chemicals by ‘SRI : 

Government is pressing for more industrial 
radioisotope research ..... 

How the U.S. and Russia rank in Dublished 
research — letter .. 

In-plant study for more cel lulose 

Inquiry- handling system at Dow 

Israel’s need for chemical research and 
process plants .......... 

Liquid monopropelients - — new phase in 
fuel research . 

“Living insecticides” — “microorganism 
in the biological war against crop pests 

Market researchers trade information 
about techniques at CMRA meeting .. 

Mental illness related to faulty blood 
chemistry ....... 

Metal- pace Boer printed circuits . 

Method for studying the duration of 
fluorescence in phosphors used in lamps 
or TV picture tubes. ....... 

Monastral pigments debut has stepped up 
the pace of research in the red am 
market... 

Motivation research - inighihood pur- 
chasing man’s wish? .... ; 

NSB two-layer, nickel-over- chromium 
plating for aircraft components made of 
molybdenum : 

New case for bottle polymerization 

New instruments for research — introduc 
ing automation to the laboratory .... 

Nuclear magnetic resonance scores new 
gains in revealing structure of complex 
compounds .......... 

Patent system — roadblock to progress? 

Plasma studied for fusion clues at 
Argonne National Lab. ...... 

Polyvalent vaccines . Hire. 

Product-testing at Sears eee 

Production’s stake in corrosion ‘Tesearch 

Radio-opaque agents .. ne 

Rat throws light or on mental ills .. 

Recruiting drive for Pacific Yeast’s 
Wasco, Calif., research center ....... 

Research and development expenditures 
this year will equal or exceed ‘57 
totals — NICB survey . 
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Retiring your researchers — three main 
approaches ..... as 

Rocket engine will employ. a “chemical 
propelient with heavy molecules ......... 

Rocket progress ........ sdetite 

Russia’s new administrative setup 
quickens pace of research (chart) . 

Russian plastics team winds up U.S. 
visit, tells CW of Soviet goals in 
plastics research manufacture . 

Russian science is a growing con 
researchers, brings aude in technical 
translations ................ : 

Silver bromide 

60- ton hot press f for ceramic Tesearch 
projects 

Solid-propellent rockets future research 
tied up in the @nflict between NASA 
and the Army 

South African ¢ Council for Scientific and 
industrial Research develops extra 
durable, low-density leather 

Sugar researcher checks crystals with 

olaroid film ......... 

Tablet coating process ‘worked out at the 
State University of lowa _. 

es do research jobs ‘at Tidewater 

| 


ers with help ofdia eae 

mbers produce capes of 

extreme condi shi 

Thermal reaction starter ............. 

Titanium research carried out for the air- 
craft industry may be profitable for the 
chemical industry .. 

University of Marburg, Germany, “working 
on hydrogen-steam exchange, vicicnna 
liquid-phase catalyst .. ate 

Water research project at Stanford 
University .... aie 

Waxmaker’s starter is versatile new. 
chemical intermediate ...... 

West Germany — chemistry continues to. 
bulk big in research effort 


Resins 

Alkyd resin, Glyptal ZA-114 i 

Cation-exchange resin, Nalcite, “for use. 
in water-treating plants .... 

Dipping resin, Isogel . 

Epon resin price at .. Ses 

Epoxy boom went into ‘inventory, over 
capacity say makers (char) ...... ‘ 

Epoxy resin makers clip prices to snag 
new ee. and regain early rapid 








Epoxy am a herer have failed to match 
earlier expectations .. eae 
Epoxy spraying made simpler with 


—_ designed gun 
Epoxy tri 
Hair oe resin 
Hardeners for epoxy resins ... a 
Heat-reactive phenolic resin for use in 
neoprene adhesives, SP-126 Resin 
Hot resins .. 
lsophthalic-bas 
paintuse . es 
Laboratory sinks from modified ‘epoxy 
aes 
Lexan polycarbonate | resin ball ‘bearings. 
—— separation technique to recover 
ion-exchange resins from slurry 
1. 1 billion yds. of cotton were resin- 
treated for wash-and-wear last year .. 
Polyamide resin, Versamid 140 
Pol yindene resin for use in making print- 
ing ink, wax and vamish . 
Polyviny! and polystyrene resins dominate 
the record-making industry (chart) . 
Reichhold will market five new resins — 
polyethylene included . hes 
Resin protector 
Silicone resins sales (chart & table) . 
Spray-dried polyvinyl acetate resin 
Synthetic resin adhesives — six outlets 
(table) ... 
Water-based paints 


DM, 
Water-soluble resin, Arolon 1000 


Respirator — Therma lair respirator provides 
protection from excessive heat . 

Retarder ends graniting .. 

Rice — Plastic levees for rice fields ........ 


Rockets 

Chemical men muster for more moonshots 
(table) — Aug. 23-21 — er 

Electrical propulsion systems coming 
competition for chemical fuels ............ 

First large-scale rocket thrust firings 
utilizing liquid fluorine .. 

Fluorine as an oxidizer for rocket fuels .. 

lon engine will employ a chemical pro- 
pellent with heavy molecules ......... 

Liquid-fueted, woes rocket engine 
will be developed fo 

Moon-shoot projects — ‘ho’ sis doing ‘what 
in AF’s Project Farside and Army’s 
Project Juno II (table) 

——— _* rocket, ready to fire, is 


ypergo 
Solid-fuel rockets for Minuteman ee 
Solid-propelient mckets future research 
tied up in the current conflict between 
NASA and the Amy ... . 
Solids aim at moon ..... 
Superadhesive for rockets ie 
U.S. Army Engineers wil! open bids for 
expansion at Redstone Arsenal ............ 
Valuable technology is potential reward 
for companies in rocket and missile 
chemistry — Viewpoint H.C.E. Johnson 


Redenticides 
FumaSol, water-soluble rodenticide ......... 
Orkin Exten: inating Co., bigoest in the 
pest field, founded by Otte Orkin, Otto 
the Rat Man , 


Rogers, U.S. piemen teu William - - 
Presents to Senate Banking Committee 
the third annual ‘‘watchdog’’ report on 
compe tition within the rubber industry 

Romano, Jacques — Oldest specjgities 
maker, president of the Jamoi Co. 

Rosins — Prices of wood rosins, 

it. 6-84 


Sep 
Rotameters — Metal-tube rotameters . 


Rubber 
Antiozonants price cut ........ icles 
Cis-pol ybutadiene synthetic rubber a_ 
success in tire tests . wi 
Fluorocarbon silicone rubber — “prices | mel 
Germany opens synthetic rubber plant .... 
Nitrile rubber called Chemigum . i 
Nitrile silicone rubber from GE may ‘be 
commercial by early 1959 .......... 
Polyisoprene ‘‘natural s hetic’’ rubber 
consumption may hit 150,000 tons’ year 
Powder puncture seals tubeless tire 
Silicone rubber . 
Silicone rubber prices ‘cut. 
tubber ¢ 





“in West Germany .... 
Synthetic rubber, Di ene 

July 26-66 
Synthetic rubber makers predict out 

meting exports as European na 

build to fill own Hs by “62 \chorts) 
Synthetic mbber — Ag Just. Dept. 

praise competitive . 
Synthetic rubber ped yn ~ Sie by ‘India ss 
Synthetic rubber’s share of the U. S. 

— will climb to 65% this year 





U. > consumption of new rubber - forecast 


“Britain sells synthetic fiber samnde to 


Cusmteets diated te to triple by “65 . 
Drug-propaganda offensive is bi 
under way, will include —— les too 


— a — for chemicals and _ 


enmne pricks, developed by Soviet | 
Academy of Sciences 

institute of Chemical Physics develops 
new method of makin pened from 
natural gas — Dec. 13.32 

Japan and Russia will be trading more in 
chemical products next year ............ 

Leaming that it can "tdume its exports on 

world market ns 

Negotiating with Tokyo firm to import. 
terephthalic acid plant .. 

New seven-year plan will pu 
emphasis on polymer production .. 

Plans increase in production of indus trial 
and domestic gas ......... 

Plans t buy chemicals and equipment from 
Sweden .......... a 

Plastics report from Russia ‘a 

—- System speeds Soviet research 


Reshuffling its ‘top chemical officials . 
Russian plastics team winds up U.S. 
visit . — 
Russian technical information ‘will be 
available from OTS and SLA .. - 
Russians are disrupting world markets 
with increasing salesof cut-rate tin .... 
77 coke ovens went into operation in the 
Donets Basin 
$618-million modemization program for 
all plastics industries in the Moscow 





GARE SETS 
Three tidal power stations wil! be built 
at erp Bay on the White Sea 
Unde id gasification .. 
. plastics and cremical ‘industry men 
“retum from 4-week tour ..... 
Von *Kohom aometionsl designs synthetic 
fiber plant for Russia ........... : 
Rutile — Two-stage process for ‘making 
granular rutile from ilmenite studied in 
Australia 


fety 

Chemical industry's safety record — new 
data (charts & tables) ...... 

Chlorine repackers get safety. training 

Detector of fire, smoke and vapors 
developed for DORI SID necececinstnienseecevsnsze 

FGAN study 

— test launches new paint bases 

from ADM, 

identification rey for safety ‘“hard-hats”’ 

— accident hearing at National 
Aniline 

— to live with hydrogen cyanide — 

y-Fries’ safety training program ...... 

uca hits label bill ... 

Safety unit for missiles-servicing crews .. 

Symposium on safety in air and ammonia 
plants at AIChE ne - e 

Welding helmet ................ 


Salaries see Labor, sacaiaisile ‘sential, 
Research, Selling 








Selesmen's Assn. of the American Chemical 
Industry 
Depth selling: lesson for ‘59 marketers 
Schedules annual sales clinic tiie 
“What sells me” ... a 


Scales — Belt- conveyor aan; 
Scraper — Aluminum scraper ...... 


Sealants 
““Curtain-wall’’ construction opens market 
for specialty sealants, over 50% are 
compounds based on pol ysulfides 
Liquid oxygen sealant ...... 
Pipe joint sealant, Pernacel Ribbon. Dope 
Sealing 
Ricmies to hightension electrical 
porcelain ....... 
Gauge hole cover ... 


Selling 
Advertisin researchers swap ideas about 
tole of ponte research for 
pend Studies .............. 
Aerosol shaving creams — sales. expected 
to hit an all-time high of hes million 


om i 
Antibiotics — who sells what (charts a. 
table) 
Antihistamines (chart) .. pa 
Argentine plant sales stir ‘storm “ 
Aspirin - cery sto a 
Batt tive, ‘AD-X2, anticipates Hy 
bri ens future ... a 
Booklets build new identity ‘for Armour 
hem 





ical Mesias 

Britain sells ‘synthetic ‘fiber plant to 
Russia ........ we 

Bulk sales of fertilizer . 

CMRA aimsat methods ... 

CPI slows capital spending despite 
rising optimism on sales (chart) 

CW index of sales and earnings shows 
recession hadi way, business tied 
(chart) 


— Sigma concept simplifies 


Chemical companies’ “nine-month eamings 
(table) ... 

Chemical companies’ third-quarter sales. 
are back to 56 levels; profits rising 
(chart & table) ............. , 

Chemical process companies ‘have been 
faring well — FTC and SEC report 
comparisons of first-quarter papas 
in 1958 and 1957 ... sas 

Chemical sales should be ‘spurred by. 
construction boosts in 1959 ........ : 

Chemicals for composition boa rd (table) . 

Chloroform cashes in on home cooling 

Commerce Dept. plans to issue quarterly 
a survey of producers’ intentions con- 
ceming inventories and sales ............ 

Construction activity presages heftier 
demand for chemical materials (chart) .. 

Cosmetics and perfumes sales in Great 
Britain totaled $95 million last year .... 

Cosmetics — teenage buyers grow in 

umber and per capita purchases (chart) 

Dental chemical supplies: $120-million 
outlet (chart) — Oct 4-100 — letter ..... 

Detergents boosting DEA output (chart) .. 

Detergents sales bounced back during the - 
second quarter of ‘58 

Dow President Doan sees new products 
as key to slowly rising sales and 
eamings ...... 

Drug boom skyrockets stock prices (table) 

Drugs in retail outlets other than tsticdl 
NOE. cecinsnaticcnanticts a 

Drugs on the farm. c 

Dry cleaners buy $85 million worth of _ 
chemicals each year .......... 

Epoxy makers seek their second wind .. 

Epoxies success shunted into inventory? 
(chart) .. 

Essential oils marketers hit by political 
problems in Haiti 

European common market — basic produc- 
tion abroad is likely key to profitably 
selling ..... 

Exterminators swell pesticide sales 

Farm chemical sales bloom again on ‘58.. 

Filter-tip cigarette sales will hit a high 
of 210 billion units (chart) . 

Floor products sales — CSMA’s survey 
COND eecicccccam z= 

Forecast ‘59 — tir and warmer for the. 
CPI (charts) — ; 

were for 1959. Behind the news — 

H.C.E. Johnson 

Forecast — latest financial reports 
bolster brightening eamings forecasts 

oe outlook: further gentle rise 
(ch 

GE ties sales ry con 
with eee statistica! method 
(chart & table) 

German ae and chemical out- 
put and sales ......... . 

Glass sales pause; production pushes. on 

“Gypsy selling’’ — chlorinated solvents 
producers will take action 

Hula hoop sales climb into the $30- 
million bracket 

Industrial chemicals front-runners on 
comeback trail (table) 

Inquiry-handling 7 to spur fine- 
chemical sale at Dow 

insecticides will ‘ee $1 billion ‘by 5. 





om Chemical’ 's sales organization 
around “marketing concept” .... 
ucts ae ban for considerable 





expans 
Lupheonts - future of grease rides with 


auto needs (chart) ...... shia 
Market research problems ‘at CMRA 
Middle on took fo end 

emen f t tum 

(chart & tables) . pid ni eee 
Middlemen plan tor cautious growth 

tables) 
Multiwall bags sales rise, buoyed by 

increasing requirements of chemical 

and fertilizer makers (chart & table) .... 
“ z* forecast good business 








Nylon replacement-tire sales speed 
upward (chart) . one 
Oldest specialties ‘maker believes in 
personalized gelling of his iodine 
products 


a A latex sales up, alkyds down 


Paints — 17-state survey ... 
Papermakers’ sales and eami 
major papermakers post gains (tables) 
Pharmaceuticals flourish under fire — 
report John Rivoire (charts & tables) .. 
Phonograph record sales soar (chart) 
Plastic pipe sales forecast: $70 million/ 
yearby ‘60; $200 million/year by ‘66 











Plastics — Britain’s first quarter sales .. 
a polyethylene, vinyl, 

n, polystyrene, phenolics, epoxy .. 
Plastics show in Chicago renestennad 


Plastics — U.S. Tariff Commission’s 


Potash — National Potash at Carlsbad, 
N. u, = pac a big new customer next 
‘al Farmers Fertilizer 


lea clos 
Resin a, ED the silicone surge 
(chart & table) ...... 
Rubber — world synthetic rubber ‘capacity . 
soars, threatens e xport market that 
now takes 20% of U. S. exports (charts) 
Rug Cleaners ....... ais 
Sales downtrend cuts executive ‘pay 
hikes (chart) ..... 
Salesmen — Charlap, product talent scout, 
chases ideas by private plane ..... 
Salesmen — depth selling: lesson for ‘59. 
marketers 
Salesmen — employee ‘seminar for imorove- 
ment of customer relations ......... 
Salesmen — hospitality suits are useful 
sales tools ....... oat 
Salesmen — IMC starts newphase in 
fe rtilizer ‘’ soft sell’’ with customer 
training sessions 
a ~ knighthood: ‘purchasing man’s 


S| 

Salesmen — _Naleo increases its 250-man 
sales 

Salesmen — “SACI schedules. annual 
sales clinic program: *“What sells me”’ 

Sealants for ‘‘curtain-wall’’ construction — 
synthetic ‘‘outty”’ sales will hit $10 
million in 1958 

Second-quarter sales and earnings ‘figures 
from 15 companies suggest an early uo- 
turn (table) 

Second-quarter sales and eamings ‘Teports 
from 28 firms show firm wane trends 
(table) . 

Second- quarter sales and eamings. 
uptrend confirmed by 16 late- reporting 
companies (table) . i : 

Specialty makers are looking forward to” 
business boom in 1959 (chart) .............. 

Swimming pool additives, a =e million’ 
year market ......... sae : 

Synthetic fiber sales pickup . a 

— nail 68% of shoe sole market 
cha 

Synthetic organics ‘sales charted to Tariff 
Commission reports (chart) escests 

Synthetic rubber’s share of the US. 
market will climb to 65% this year 
SEE incurs dsone 

Technical service manager “shows how to 
make a department aay off in increased 
business ........ 

Tin producers’ troubles: demand dip, cut- 
rate exports from Russia, advent of 
aluminum cans " 

bee — wide- “open policy pays 


vce’ ; “lastic sales organization 
decentralized for faster market action .. 

Vending machine selling of specialties .. 

Vinyl resins sales estimated at 730 
million Ibs. ie 


a oy - enn unity 8 ‘silicon 
produc tio ieee 


Separation 
were centrifuges make strong 
id for processing jobs . 
Magnetic separation technique to recover 
ion-exchange resins from slurry ............ 
Separators — Acid separator debuts 


Sew wage Treatment 
“Atomized suspension” process will be 
tested for the recovery of chemicals 
from waste 


British protect for bacterial production 
of sulfur from sulfate-enriched sewage 

Ozone treatment cheapest sales Leal 
to sterilize sewage ......... 

Shale Oil 

—_ process progress — July 19-102 . 
Closer to commercialization, will compete 
with Mideast crude — prime concern at 
AIChE meetin: 

Economic compe tor with Middle ‘Eastem 
petroleum ........ ia ie 

Hydrogasi fication process a cia 

Nuclear explosions will be discussed .... 

Petroleum Industry shelves oil-shale 
__oll- tar on ped 





i for recovery 
of oll from an ry may be tested 
Shampoo for pets, Pooch-Poo ........ 

Shaving Creams — Aerosol shaving | creams 
use continues upward ee (chat . 
ae — Aerosol shellac .. ae 


snr ight will son — move into jet age — 
— lette econees: - 

Federal vernment a strengthening its 
ci over importation and interstate 
shipment of plant pests - 

ICC has approved hig her freight rates . 

Motor Carriers ok lighter drums ............... 

NTTC edits data sheets : 

ee shipments to cut | damage 
claims E 


Price differentials between carload and 
less-than-carload lots of a variety of 
solvents and chemicals will be 
increased - 

Revolution in freight ‘rates — ~ Congress 
will consider legislation ..... 

Water terminal facilities can be a valuable 
plant addition ........ sent in 


Shoes - — shoe ote ste ane 
(chart) =A 


Sigma wailsink pon ahhien reg 
centrifuge evaluation 

Silane — jasutan patent describes method 
of producing pure silan 

sine, - “yom silica cove as S equipment 
iner 


Silicon 
High-purity silicon production — 50,930 
bs. ‘year new capacity ............ 
Pure silicon by German method . 
Pure silicon process ome 


Silicones 
Antifoams from Union Carbide . } 
Bid for aircraft lubricating jobs — “new 
additives a _—— for high- 
temperature se as 
GE’s newest ‘siticena, nitrile silicone 


Resin sales — the silicone dati 
(chart & table) a 

Silver braze is 

7. bromide — ~ Research by ‘Eastman 


Snow oot - “submerged-combustion 
melter for large parking areas 


Seap 

Liquid surgical soap, Artic .............. 
New soap quarterly magazine ... aaa 
— compared with first half 


up 
Swift & Co. has added Fl a 
complexes, to its a of soap 
surfactant products .......... 


Society of the aeons iota - 68th 
annual meeting in Montreal topping a 
ten- pate! tour of Canadian cities 

7-23 — letter . ee 

Societe of the Plastics Industry — 8th 
National Plastics Exposition and annual 
— a in ae stressed 
selling 


Sodium chlorate 
Prices 
US. Capacity wil top 100,090 tons’ yur 
by ‘59 (chart) 
Sodium metasilicate — enate autasiticats 
Sodium silicofluoride — Growing trend toward 
fluoridation helps boost output (chart) 
Softener for textiles, tagged XLE-48 . 


Solvents 
Chlorinated solvents ae will take 
action against ‘‘gypsy sel 
NID‘s list ot sup pli er Piteenee 
solvents a8 
Packaged unit for solvent recovery . si 
= ‘3 still top-selling dry-cleaning 


BF 0 an Arne used for vapor de- 
greasing and paint thinner by Du Pont 

ee Carol ina — Chemical production . 

poxidized — oil pro- 
tion at General Mill - 

Special! Libraries Assn. — _ 
translated material collected by SLA 
in Chicago 

Spevack, Jerome S: — Heavy-water process 
inventor marshals arguments to save 
his patents in Supreme Court fight 


Stabilizers 
PVC stabilizer from F erro 
Vinyl! stabilizer, tradenamed Mark LL 


Aug 


Dec 
Now 


Sept. 


July 


July 


Aug 
Oct. 


26-21, 46 


9 
18 


52 
48 


Stanford Research Institute 
New additives toughen silicones for high- 
tenperature service .. 
Research gains in anticancer chemicals 


Staphylococcus — Hospitals call for germi- 
cidal cleaning compounds to fight 
threat of antibiotic-resistant 
staphylococcus 

Starches 

Cationic starch, called Cato starch 

Colored starch 

Cross-linked dicarboxy! “starch” 

Etherized starch .... 

High-amylose com, raw material for novel, 
edible starch film with wutntedl 
potential . 


State University College of Pensty at 


Syracuse University — Molecular Biology 
Institute established . 


State ew of lowa — New tablet coating 


proc 
Ste tes — Fhe top 20 chemical s tates (map 
SII scssnicecsomanateadioctiesined 


Steel 
Feeling the impactof aluminum ... .... 
Light-wall stainiess-steel pipe ....... 
Price cut .... 
Strategic-Udy direct iron reduction process 
utilizes an electric arc furnace .... 
USBM’s new steelmaking paapnand may 
be usedin Montana ...... 


Steroids 
Decadron, ultrapotent new steroid hormone 
16-B-me thy! =e a simul- 
taneous! 5 Kd two f 
Synthetic 1 pod; ‘evailahle Mann 
Research Labs ... , 


Stockpiles 
Aid to metal and mineral producers won’ t 
be agreed upon before Congress adjourns 
Mideast conflict won't strain stockpiles 
unless crisis deepens 
OCDM confirms changes in government 
metals stockpiling policy 


Strategic-Udy process — Oct. 4-74 

Sugar — Refiners take pictures of 
crystallization process 

Sulfate — British project for bacterial pro- 
duction of sulfur 

Sulfonation — Continuous sulfonation process 
in syndet making 

Sulfite — Three sulfite pulping processes: 
calcium acidsulfite, canna acid 
sulfite and magne fite 


Sulfur 

British project for bacterial production of 
sulfur from sulfate-enriched sewai 

Canadian and Mexican impact on U 
producers 

Mexican sulfur ‘output — fowth U.S. firm 
may get into production 

Moving sulfur by pipeline is getting 
special study in Canada 

Prices 

Sulfur sales from sweetened gas 


Sulfuric acid — Plant nindown — state-by 
state list of 216 plants (table) 
Superconductors from Westinghouse 
Sweden — Russia plans t buy chemicals and 
equipment from Swe den ; 
Swimming Pools 
Additive to cements saidto act as a 
fungicide, algaecide and bacteri- 
ostatic agent 
A $22 million year market for specialties 
July 19-69 — letters 


Synthetic Organic Chemical Mfrs. Assn. 

Sounding Ewomart alarm 

37th armual meeting elected new set of 
officers . 

Will continue to appeal to the Congress 
for the enactment of selective tariff 
legislation 

Will fight harder for protection on certain 
imports; formed International Commercial 
Relations Committee a 


T 


Tanks — Plastic armor guards plating 


nks ‘ 

Tantalum — Low-pressure way to high 
purity tantalum 

Tape — Recording tape of prestretched 
polyester from Agfa AG 

Target 


Tariffs 

Aluminum seeks aid 

CPI comoanies bid for tariff relief: barium 
chloride plea rejected; three others 
pending 

Chemical management endorses U.S. 
foreign trade policies at NFTC con 
vention 

Coal-tar imports continue to soar — new 
ammunition for tariff skirmish (chart) 

— Market trade-restriction reduc- 

tions to GATT nations... 

Congress will bolster the President on 
foreign policy issues .... 

Disagreements are snagging oropos als 
for tariff cuts for the U.S. and Europe 
at meetings in Geneva and Paris 

Does the tariff question involve a moral 
issue? — letter 





lo 


European common market” tariff regu- 
lations will force U.S. manufacturers to 
turn out finished is within the area 
if thev wish to sell profitably in Eurooe 

Euroge an ‘‘common market” a threat of 
vast dmensions, can be metonly by 
getting inside tariff walls 

GATT meeting in Geneva plans tariff 
— negotiations in 

New tariff and antidumping laws offer 
less protection than the CP! hoped for 

New York Customs Court ruling would 
limit Presidential action on ‘‘escape 
clause’ tariff decisions ._ 

Nonferrous metals — changed attitude of 
the White House on ald .... 

nee trade — the expected crucial 

- is getting underway in the Senate 

Stauffer’s reque st for tariff increases 
against fgreign png hn ag acid 
and cream of tartar up for hearing ...... 

Supreme Court to hear arguments on keep 


eping 
other companies than U.S subsidiaries 


from oo = a parent firms’ brand- 
name 
Tariffs : Tallacy? — letter 
Tariff troubles marks CMCS launching 
U.S. government will appeal Customs 
Court ruling tet would limit Presidential 
free dom in making ‘‘escape clause” 
tariff decisions ._. 
U.S. plastic pec may run into shancenal 
British tariffs 
Texation 
Alaska tax break 
Allied is challenging a local tax on use 
of utility products at Buffalo, N.Y 
= tax fight © continue In Buffalo, 
NY 


Depreciation — business will likely ‘get 
some break 

Drastic revisions of our depreciation laws 
could add substantially to ow nation’s 
production efficiency — Viewpoint 
H.C.E. Johnson iatolen 

Du Pont shareholders’ court-appointed 
attorney offers tax-saving plan for dis- 
posal of GM stoc 

Du Pont tax case in S.C 

Gas law fight rages on 

Legislation agreeable to farmer co-op 
officials may come out of Congress this 


year oh 
More chemical companies hit by states’ 
de termination to tax privately run 
government-owned olants : 
Nixon has made a pitch to the business- 
man in his speech to alumni of the 
Harvard Bus ines s School 
rty tax from companies operati 
plants on government-owned prope: 
Prospects of a stricter tax law on co- 
overatives were blacked out by Demo- 
cratic election victories 
Smal! tusiness depreciation allowances 
Suoreme Court decisions dwing 1957-58 


Tax courts ruledagainst internal Revenue 
Texas court decision in local taxation 
of federally owned, privately operated 
plant .. aes iis 
U.S. Investors abroad may get tax con 
cessions a 
Writeoffs for fast growth (table) 


Technical Information 
Gathering programs revived, seven 
science attaches appointed ... 
Russian technical information available 
from OTS 


Tefion — Teflon hose oun Reghestes ad 
Titeflex .. 

Telephones — Direct Inward Dialing system 

Teletype — Distillers is unveiling latest 
development in communication ............. 


Television 
New cameras fo closed-circuit TV ...... 
Photographic movie film makers hit hard 
by oractice of recording TV pares on 
magnetic tape . 


Temperature — Themal reaction starter 
Temessee Valley Authority — —— 
Munition Development Center’s big 
objectives in phosphate operations 
Terephthalic acid — ICI’s new plant will 
use xylene oxidation process 
Te sting 
Environmental ~_ chambers was increas- 
ing research u a 
Pr oduct-testing at Sears .......... 


Tetraethy! lead ~ Antiknock compound pave 
hik 


es am 
Tetrazol ium salts for guick ‘detection of 
toxic boron hydrides ......... a 


Texas 

Chemical week in Texas .... 

Corpus Christi port improvement benefits 
CPI firms (map) ........ ; 

OCAW threatens mass strike at Texas 
Gulf Coast oil and petroleum plants ... 

Water. Boon and bane — letter -— 
Aug 2-10, AS 


TexasA&M University - ~ Pht. a 
$3-million nuclear research center 
Textiles 
Bullish prospects for textile chemical 
markets continue ‘ 
Odor- fighting finish .... 


Sept 13 


om 16-2), 25 
Oct ll 44 
Sept 13 102 


De. 13 44 
Aug 6 25 


37 
36 


Synthetics — big gainer in ‘59 (chart) .... 
Synthetic textiles in home furnishings a 
booming market . 
Textile-fiber products identification act 
will be enforced by F 
“Wash and — ll trish sitintands baad 
launderings . q 
Wash-wear parley 
Wrinkle rating ....... abe 
Thermal recovery — Petroleum oducers 
age ‘oom underground combustion process 
A gael oil recovery from hard-to-tap 
e 


Thiram — Liquid thiram from Du Pont 





Thulium 170 — New radiation source 


Tin 
Coating cast iron with tin . 
Russia's agreement to limit its aluminum 
Ce has mee aed to the tin 


Russian exoorts .... 8 
Russians are disrupting world markets 
with increasing salesof aut-rate tin .. 


Tires 

Nylon replacement-tire sales speed upward 
asoriginal-equipment tires skid (chart) 
Preaigpe: ethylene copolymer for ‘‘life- 

e*’ auto tires to te made by Monte- 

catini .. 

Rayon oruducers are taking the offensive 
against n bude 

Urethane tire to 0 commercial 


Titanium 
~ ve valves and fittings are in the 


Chemical industry may profit by research 
carried out for the aircraft 

Eurooean chemical industry ‘mar 

Fast- gp bh of os alloys 


Pia oroduction by USBe in Boulder omy, 


ues new develooments 


Titanium dioxide — Du Pont’s and Glidden’s 
race to build Mexico's first plant halted 

Tobacco — Lower nicotine content of 
tobacco — grown with the aid of 
gibberel lin 

Toluene — Prices — July 19- 7 

Toothpaste — Aerosol taitpast called 
Smooth-Flo Tooth Paste . 

Toxicity — Shell reaps oon wide 
distribution of an meas informa- 
UN ncaa wena dl 


Trademarks 
AHP charges The Me nthol atum Co. with 
et of Heet trademark 
Acrilan labeling violations ..... 
— — inca porating a new 


Enjay ay "adon ted Escan as trademark 
f polypropylene 
Lisbon meeting to rewrite the international 
patents and trademarks convention ... 
S » prow ma scored a major aid in 
patent conference 


Training 

CPRA sponsors chemistry course for 
executives 

Federal aid _ science education — “‘pros- 

pects im 

Intemational | Sheenie starts new ‘phase 
in fertilizer ‘‘soft sel!’ with cus tomer 
training sessions 

Kanawha Valley indus try helps launch new 
science graduateschool at Institute, 

Shell scientists volunteer to help teach in 
L.A. high schools 

Teachers hired for summer plant work by 
American Cyanamid under an industry- 
education cooperation program ......... 

Technician training programs for indus- 
try’s instrument men 

wilreington, Del., chemical firms sponsor 
summer day camps for science-minded 
highschool stuJents .......... : 


Translation 

OTS newly established Foreign Technical 
Information Center offers abstracts of 
foreign joumals é 

Researchers’ growing concern with — 
Russian science — surge in tech- 
nical translation: 

Russian tecmical. ieicanalion will be 
easier to come by soon ........... 


Transmitter — Pressure transmi ~ 
Transocean Marine Paint Assn. formed ........ 
Trichlorethylene — Prices foil 
eo anhydride in developmental 


antities € 
Trucks - NTTC edits data sheets 
Tubing — Capillary tubing .............. 


Tungsten 
Vapor-phase ~ aa is key to new 


Tung sten carbide purification ...... : 
wer =? = eanteed sti turbine ready to 


U 


ae ~ - trasonic welding promises 


ole | roaiee ne 

— et lamps b produce negative i ions 
nthe air 

Ultraviolet-light absorver market . 

Underground storage of by-product propane 


and butane ne 
United Arab Republic - — Plans to build 
— on plant with West 


erman credits ae 
United Nations — Second international — 
Atoms-for-Peace Conference at Geneva 
U.S. Air Force — Awarded contracts to 
develop solid-fuel rockets for Minute- 
man inter-continental ballistic missile 
U.S. Army Chemical Corps. — Biological 
ys Lab. study of ozone treatment 
of s 
U.S. Army Radiation ‘Center — Calif. center 
will be operated by Curtiss-Wright 


U.S. Bureau of Mines 

Albany, Ore. plant oo aid 
hafnium in 250-Ib ba ; 

Fluor Corp. will build n oo — ony plant 
in Okla. — Nov. 1-27, 

High-ourity cerium made on a small scale 

Hyperpure nickel will soon be available . 

Pilot production of titanium in a new 
10,000-amp. cell in Boulder City, Nev 

Readies fixed-bed pressure epceaieiana 
plant at Grand Forks, N.D. . 

Steel mill in Montana? 

Will build its fifth helium extraction plant 
near Boise City, 0! 


U.S. Chamber of restive 
Firms urged to politick .. 
gt tno oolitick! Viewsoint HCE 


U.S. Central Intelligence hasten - Chamber. 
lain, Donald tells Administration of 
Research about Russia’s reshuffled 
research system (chart) 


U.S. Department of Agiculture 

Agricultural Research Service olans to 
Change location ot two _ research 
laboratories ; 

Cotton finish tests ._... 

Dedicated its new Fruit and Vegetables 
Laboratory at Winter Haven, Fla 

Northern Utilization Research and 
Development Div. developed cross- 
linked dicarboxyl starch .. 

Plans to establish pilot cotton- spinning 
research lab jointly with Clemson 
Agricultural College 

Sanitizing chemical guide for consumers 
specialties makers 

Western Utilization Research and Develoo- 
ment Div.’s new studies ees 
for scouring raw woo! 


U.S. Naval Ordnance uiheadine - Found 
an aaa div. in its chemistry 
departmen : 

US Tariff A “Repatson ’57 
— organic sales and onmnene 


University of California — Medical Schoo! 
establishes micro-radiographic lab 
University of Virginia a ~ — 
research laboratory ...... 
Uraniur 
AEC recently revised its buying program 
AEC’s new wanium ——s isa “ble nati: 
in disguise’ ; 
Colors for ceramics . is 
Davison Chemical is sole U.S. bidder 
on Japan's order " 
Fremont Minerals started processing at 
Riverton, Wyo ¥ 
Gaseous diffusion process ~ claim for 
compensation by four scientists ......... 
Industry is solidly anes the Euratom 


Resin- in- pulp (RIP) proce ss ing - — switch 
from nitrate elution to sulfate route — 
Nov. 15-112 -letter ...... 

Solvent extraction seanees amcess snag 

Spanish recovery proces: : 

Uranium chemicals from s. W. Shattuck ... 

Uranium isotopic samples ......... 


Uranium sulfate — German eveten nated 


Urea 
Capacities of U.S. urea plants (table) .... 
Ethylene urea .. 
OM and Sun Oi! planto build plant at 
Marcus Hook, Pa os 
—— being produced on the West 


U.S. Ae hikes 20,000 tons/year: 
He rcules new plant is in, commercially 


Urethane 

Bigger markets for urethane foam 
refrigerator makers shift to new insula- 
tor — Nov. 15-93 ....... 

Catalyst for urethanes ... 

Duthane, new urethane develope: 
Dunlop RubtberCo...... 

Foam formulation 

Foaming uses will cut dwn o 
of fluorinated hydrocarbons 

Foams — sales forecast .. 

“One-shot’’ mixing method ... 

Organotin catalyst -~—hibetedin shot’’ ure- 
thane foam making . c 





V 


eae ~ - Ganpeneing iene vacuim with 
Ow po ; 


Valves 
High-pressure valve .. Oe taal 
Hi og ae pet valve, Avsco 
In-line es valve ou... ... 
Instrument vaive .......... 
Jacketed 'Y" valve. 
Lined valves .. ..... pode 
Thermo-drive valve positioner . 
Titanium vales and ~— will be 
cheaper eatin 
Vanadium 
Solvent extraction bypasses process snag 
Vanadium chloride process om up for 
licensing ........... 


Vamishes — Punching eaetston. ‘trae. 
cee hi seoamane 5888 and Piyophen 


Vendng machines — Machine vending of 
Specialties is onthe rise . oe. 
Vetiver oil — Essential oils marketers 
hit by political problemsin Haiti .. 
Vibration snubber pasties ? 
Vinyl 
coe mew | for automobiles 
Me tal coat! ng powders 
Nondrip viny 
Vinyl emulsion primers, a gewing repaint 
market ..... - 


Vinyl chloride — pron joint venture with 
Mastic Tile in Calvert City, Ky 
2-viny! pyridine — Price... 
Vinyl resin — Prices 
Vitemins 
Prices of several vitamin B-12 products 
are down 
Push-button vitamins from Abbott 
Vitamin E, dry-powder form 


W 


Wages see Labor, Manpower, technical, 
Research, Selling 


Warehousing — Automatic warehousing 


Waste Disposal 

Atomic fission asnudear power source — 
problem at atomic conference ...... 

— considering Zimmermann process 
plant 

Dowpac, new packing material for use in 
biological waste treatment systems . 

More financial aid t cities to build 
waste teatment plants seems assured 

New river near Paoli, Pa may provide 
important data about water pollution » 
chemical process industries 

Radioactive waste disposal by caicina. 
ation process — July 19-78 . ee 

ey waste stored in ceramic 


West yoo papermaker uses “helicopter 
and skin divers to help install nna 
effluent line . ‘ 


Waste Utilization 


Mining company plans diversification 


into fertilizer manufacture 

Sewage treatment process, atomized 
suspension, will be tested for omit wid 
of chemicals from waste 


Water — Research iaanee at meme 
University .. saahdasel 


Water Pollution 

American Cyanamid loses pollution suit .. 

Columbia, S.C. pollution ordinance offered 

. ess is pushing a major speedup in 

lution-abatement work . 

emer ky gand jury pmbes problems of | 
water pollution ........ 

Magnefite pulping process claims to 
reduce pollution problem 

Michigan group readies br nuclear pollu- 
tion contro! before plant starts operation 

New river near Paoli, Pa aids study ...... 

ORSANCO adopts three new control 
regulations ................ 


Water Repellents — Silicone wee maint 
for leather in aerosol container 

Water Terminals — New construction and 
expansion of facilities 000... neccee 


Water Treatment 
Electrodialysis — licensing agreements 
on water desalting technique .............. 
Fluoride makers toast water treatment. 
(chart) a 
Government hopes to start work under 
the new saline-water law before year’s 
Nuclear-powered sea water conversion 
ey W.L —s distillation 


Saline water grogram ‘expansion urged by 
the House Government Operations 
Committee 

a water conversion program moves into 

high gear — Aug. 30-31 — lette 


Waterproofing — Aluminum formate powder 
for waterproofing textiles and paper . 


Wax 
Cane Wax 511, for writer carbon paper 
CHorinated wax is flame- wrens —_ 
for polyethylene , 
Furniture wax called ‘Shine- ‘Up ; 
— for acrylic floor waxes Called 


Highear ‘arabs polish, ‘called Six Month 


No- ing ds PL 802 . : 
Petrowax taged Warcocire 190... ' 
= DVOT BHICOS .. cen.cececsee.ne- 


tepat oe ~- ‘ tables) — 
July 19-47, — letters Aug. 3 +f 
Velding 
E lecton- -beam vacuum weld 
ult welding promi 
cheaper equipment ......... et 
Wes tem Agricultural chontacis po ~ 
Microbial control of insects is on the 
way. but should not be oversold, WACA 





— 


Oc 
wetting i apes - ~ Pronon 505, new “competition 
tyl sodium sulfosuccinate . N 
mueatnet — Nickel chloride will completely 
eradicate the rust ..... 
Wilmington, Del. — Four- week school surveys 
science forteenagers .. 
Wind tunnels — Hypersonic wind tunnel may 
ease a process industry problem 
Window ——- OEY SEES 
Winterizing — Plant winterizingcan pay 
off — Canadian case study spells out how 
Wire 
Thermocowle.wire ......... 
Wire —— for ‘molybdenum 
and tungsten ~ 
Woodpecker bane — letter 


Wool — Pleater process 
Worms — Anthel mintic from Eli Lilly 


X 


X-rays — Research to find better radio 
opaque agents for mete medical 
examinations 

Xylene 

Chiorinated xylenes 
Prices — July 19-87, July 2681 


Y 


Yugoslavia — Chemical imports continue 
to grow 


Z 


Ziegler, George — Former research director 
of the Zonolite Ca opens consulting 
service July 
Ziegler, Karl — Joint Montecatini- Ziegler 
statement on polyolefin technology rights Dec 
Zinc 
Chemical uses wanted by researcher Radtke Sept 
— pressure for inclusion in barter 
Nov 8 
New quotas into effect Oct 4-27 
19 producers will launch a joint research 
progra' Sept 13 
Plated foil, by new ee Sept 27 
Prices — Oct 11- : Oct 18 
Zinc spelter standard . ‘ Dec 6 


Author index 


Bloch, Maurycy 

Will waxes ne the production challenge? 
Hitchcock, Lauren B 

Contract research: cure for a coming 

crisis? .... 

Johnson, Howard C.E._ 

Viewpoint — July 5-13, July 12-13, 

ra — ug ib 26-21, Au 2-13, Au 


27-1 
Oct. et Nov 1-11, Nov. 8-10, by 
15-16, Nov. 22-14, Nov. 29-96, Dec. 6-25 
Dec. 13-10, Dec. 20-6 
Mahoney, John J 
Today’s trend to packaged plants . 
Rivoire, John 
Pharmaceuticals flourish under fire 
Spearing, Colin, & Raymond Vener 
Atomic energy comes of age 
Vener, Raymond, & Colin Spearing 
Atomic energy comes of age 


Company Index 


AB Chematur — engineering contractor for 
Indian acetic acid plant . a ; 
ACF Industries — Erco Division, ‘nuclear 
products plant in Buffalo, N.Y. will 
is 5th tax trial next month in Buffalo, 
AFN, inc. - ‘Prospective ‘chemical fuel sup- 
plier . 
Abbott Laboratories — aerosol debut 
Constructing a new laboratory wing at its 
North Chicago lab.. 
Ground broken for a major research center 
addition ....... ote 
Happiness pills, “Gradumet Desoxyn i 
Planning to build a taonnda at dinencil 
Australia........... - 
Push-button vitamins . male 
Sales and earnings ......... iia 
Suggestion awards rated tops z 
Aceto Chemicai — diethy! oxalate ......... 
Soil fungicide ... pai 
Waterproofer for textiles and paper. 
Acheson Colioids Co. — resin protector..... 
Admiral Sulphur Corp. — sold Frasch-type 
sulfur plant to U.S. Sulphur Corp. 
Advocate Mines — asbestos deposits dis- 
covered in Newfoundland may be de- 
veloped by a four-company team ........... 
Aerojet-General Corp. — AF contract for 
solid-fuel rockets for Minuteman... 
Formed Bristol-Aerojet Ltd. with Bristol 
Aeroplane Co. to sell solid rocket fuels 
in the U.K. . 
Missiles to the moon 
Solids aim at moon — Geckler states the 
case for solids .................... 
Superadhesive for rockets 
Aerojet-General Nucleonics — Ground broken 
for new engineering building at San 
Ramon, Calif. 
Aeroprojects Inc. — ultrasonic welding 
equipment 
African Explosives and Chemical Industries 
— plans a $14-million expansion pro- 


QED scncntinies ; . 
Agfa AG. — recording tape of prestretched 
polyester 
Submits offer to build photographic plant 
in India 
Air Products — borrowing $2.5 million to 
repay bank loans and other purposes 
Building oxygen plant to serve U.S. Steel 
Corp.'s Clairton, Pa. Works 
Constructing ty pe plant at New 
Johnsonville, 1 
Constructing plant at New Johnsonville, 
Tenn., will sell industrial gases to Du 
Pont 
Oxygen generating plant leased to Granite 
City Steel 
Property tax on government-owned pro- 


perty 

Purchased smal! oxygen facility at Granite 

City, Ill., formerly owned by Linde Co. 
Air Reduction — carbide acetylene plant 

tentatively slated for St. Mary's, W.Va. 

Colton Chemical Co. division — producer 
of spray-dried PVAC 

Completed polymer lab at Murray Hill, 
N.J. research and development center 

Going ahead with polyviny! alcohol plant 
at Calvert City, Ky. 

Ground broken for oxygen and nitrogen 
plant in Kansas City, Kan 

Reveals plans for vinyl! chloride plant in 
Calvert City, Ky., joint venture with 
Mastic Tile 

Role of merger in industry growth 

Sales Co. offers new welding helmet 

Sales Co. will build industrial gases 
plant in Denver 

Sales Co. will build plant at Butler, Pa. 
to supply Armco Steel Corp. with oxy- 


gen 
Special Products Dept., new department 
within its Air Reduction Sales Co. 
20-million-Ibs. /year PVA plant slated 
for completion in 1960 
250% —_ of oxygen capacity at Lorain 
olant 
Ajax Chemicals inc. — four companies form 
Biscayne-Gallowhur Chemical Corp. 
Alabama Metallurgical Corp. — ground broken 
for magnesium piant south of Birmingham 
Alaska Lumber & Pulp Co. — received 
Alaskan tax concession for its Silver Bay 
pulp mill 
Albemarle Paper Mfg. Co. — offering stock- 
holders subordinated convertible deben- 
tures 
Alcon Laboratories Inc. — broke ground for 
lab and office facilities in Fort Worth 
Aldrich Chemical Co. — bought building from 
Kolmar Labs and is converting it into a 
fine-organic chemicals plant 
Allegheny Ballistics Lab — supplier of 
— prope llents for several mis- 
si 
Allen & Hanburys, Ltd. — “will build pharma- 
ceuticals plant near Teheran, Iran 
Allied Chemical Corp. — challenging a local 
4 hee use of utility products at Buffalo 


Chlorine leak suits 
Contracted to make 5,000 tons/year of 
hexafluoride for AEC 
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Dixon-Allied ‘trade secrets” suit settled 
Expansion for this year . 
Fluorinated rocarbons capacity . 
General Chemical Div. plant at Baton 
Rouge has come to terms with United 
Mine Workers . ; 
General Chemical Div. uses chloroform — 
as raw material for Genetron-22 meen 
ant ion 
Genetrons system uses ‘Chiorofluoro- 
hydrocarbons as foaming agents for the 


urethane 
Increasing caprolactam ‘capacity ‘at Hope- 
= cas expects to be onstream by 


Intemational entertains visitors from ‘Ttaly 
International established office in —_ 


produced at Hopewell, " ial 
National Aniline’s Buffalo, *y. Y. and 


on 


market demands . - 
National Aniline Div.’s caprolactam ex- 
Va. ahead 


— Aniline | 
at Hopewell, Va., is being expanded 
National Aniline’s expansions of fumaric 
5g at Buffalo, N.Y. and —, 


National Aniline Div. hopes to ‘perfect. 
its one-shot system ... 

National Aniline Div. — industrial acci-_ 
dent heari 


ng 
— Lee Div. intends to exp: 
Bi. ity at Hopewell, Va. 
Natoal "Aniline iv. is offering harden- 


epoxy res: 

National Aniline oe isocyanate producer 

National Aniline recalls 

Nationa! Aniline — stress on selling _ 
urethane foam at National Plastics Ex- 


New extrusion technique permits fabrica- 
— - panshowncanieat polyethylene 


Nigogen 0 Div. is intensifying ‘its bulk dis- 
ion program 


Pinaties and Coal Chemicals Div. has 
— the “world’s largest contin- 
naphthalene distillation unit’ 
Plastics an and Coal Chemicals Div. has two 
new eye sanmemaisid eo hada 


aa policy Changing? . 

Sales and earnings .. . 

Solvay Process plant in Syracuse, NY. - 
babies welcome at open house .. 

Solvay Process Div. two-year contract _ 


with District 50, UMW, at Syracuse, N.Y. 


Starting full-scale production of liquid 
fluorine at new facilities in Metro- 
polis, Hl. 

Stock went up . = 

Supplying the elemental fluorine Bell _ 
Aircraft uses as an oxidizer for rocket 


fuels 
battle ‘against Buffalo, N. Y. to con 





Wilputie Coke Oven Div. to construct 
59 coke ovens for Jones & Laughlin 
at Pittsbu Saiiane 
Allied Stores Com. ~ acrilan labeling 
violations by Stern Bros. . 
Allis, Louis Co. — adjustable sp2ed drive” 
Allis-Chalmers Mfg. Co. — air ticht pump . 
Fuel-cell lighting 
— into its new lab at Greendale, 


Alloyd poops Com. — beryllium contract 
Molybdenum plating process is making 
its commercial debut 

Alpha-Mol ykote Corp. — moly lubricant .. 

Alpha Wire Com. — zippered wire sleeving 
of plastic 

—_ Ltd. — price protection on ingots 

before the end of ‘58 
Sovenst associated companies will con- 
solidate their headquarters in the 
Aluminum Centre in Montreal after its 
completion in 1961 . 

Aluminum Co. of America — Alcoa process” 
employs carbon or aluminum carbide 
for thermal reduction . ietioae 

Alcoa, Tenn. workers will strike if 
company makes any further reductions 

Aluminum price hike ......... 

Aluminum reduction plant for the Ska qway 
vicinity — plan dormant 

First industrial consumer of St. Lawrence 
electric power 

gr y= - prices on all orders placed 
before July 1, 1955 . 

Pollution trial ends . 

Reopened potl ines shut down earlier 
this year at Massena, N.Y. . - 

Sold Buffalo, N.Y. plant to a group ‘of 
Chicago and Cleveland businessmen .. 

Sound national minerals policy outlined 
by Lawrence Litchfield, Jr. 

Started up Point Comfort, ‘Tex. aluminum 
potli hu idied earlier this year, — 
- a new potline at Massena, 

nto full production ....... 

ae relieved aluminum .... 

Wants to acquire a stock interest in 
British Aluminum . 

Will construct a research ‘and ‘development 
center at Merwin, Pa. 





Aluminum Ladder Co. — aluminum scraper 
Amber Laboratories — Amber BYF for 
better brew — July 5-40; ioe 
Amchem Products, inc. — sulfamic acid 
inhibitor 
Water-soluble rodenticide FumaSol .......... 
American Agricultural Chemical Co. — 
extra dividend of $1.50/share along 
with its regular Mem a: este 
Sales and eamings — sais 
— it will rok Gaasd Krome 


American Alenine ~ cationic line, 








American Beryl Com. — started beryl ore 
mill at ville... aoe 
American Can Co. — study predicts a hd 
increase in paint production by ‘61 
American Cement Com. — ——— Cement 
Co will use a to cont 
cement processing .. we 
American Chemical Com. - chlorinated 
hydrocarbon plant slated for construc- 
— 4’ gwd Calif. — Aug. 16-19, 
anata Chrome Co. — ferrochrome from 
domestic ore in electroreduction cul 
plant at Nye, Mont. ......... 


violation of the U.S. eee i 
Trace, 0. V. reports at White Sulp 
Springs meeting that Russia exports 
chemicals to get U.S. dollars 
American Cyanamid — ‘a capacity 





p 

Counts benefits of hiring teachers for 
summer plant work . 

Cresian plant will come onstream later 
this year 

Cyanamid de Argentina, a subsidiary, is 
—. a pharmaceutical plant onstream 

at Gutierrez 


oetnes Dept. awarded solid fuel research 
contract — Nov. 1-18; .. ie 
Discontinued distributing Vereinigte’ ‘Ss 


flabaly 4 i 


0! ane 
Fe an on antibiotic pricing and 


tents 

Fic's “incriminating’’ antibiotics data 

First major U.S. chemical company to 
move into the particleboard business .. 

Labor contracts renewed at various plants 

Lederle Laboratories and the agricultural 
and organic chemicals division will 
take over their own product research .... 

Lederle’s efforts to get FDA to okay use 
of Aureomycin asa fish preservative .. 

Lederle Lab. Div.’s employees form 
group to study scientific Russian 

Lederle Div. — field tests of oral polio 
vaccine in Latin America and Minnesota 

Lost pollution suit . 

New board chairman Thomas Perkins re 
places Kenneth Towe; new Process 
Chemicals Dept. formed 

New pharmaceutical products ‘are “counted 
on for enhancement of future ae - - 
confidence in acrylic fiber .. 

Odor-fighting finish .. ; 

he shipments to cut — 


A... strike ended at Grafton, Til. 

, Reactive thiol 
Rubber research section moved to Bound 

Brook, N.J. am 
Startup of a new ammonium ‘nitrate plant 

















Will save ave Aureomyci feed-additive 
customers the extra charge levied by 
FDA Sscegans 

Will start work on antibiotic plant for its 
subsidiary Cyanamid of Canada 

Yellow dye, Calcoloid Fast Yellow 6GL 

American Enka Com. — addition to nylon 
unit in Enka, N.C. 





Sales and i 
American Home Products — charges The 
Mentholatum Co. with infringement of 








Sales and eamings 
American instrument Co., Inc. — offering 
dry ice-operated, subzero cabinet 
American Latex Products — Stafoamer, 
special gun to shoot polyurethane 
insulation into wall cavities .... mae 
American Lithium Chemicals — lithium 
source for AP&CC 
American Maize Co. — high-amylose —~ yl 
a joint venture with National Starch . 
American Marietta — sales and eamin 
Starting construction of synthetic resins 
research center .. “ 
Will acquire Southem ‘Dyestuff Com. . 
American Metal Climax ~ electric fumace 
type mol ybdic oxide producer 
Exploring molybdenum deposition .. Ps 
Moly-Gro, mol ybdenum-adhesive-sequest- 
ering agent for treating seed . of 
American Metal Products — “Fiberglide’’, 
non-lubricated “life-time” fabric 
bearing made of Teflon ........... stots 
American Optical Co. — heat protection . 
Hydrofluoric-acid-resistant glass ............ 
Respirator filter 


American Petroleum Institute — hydrocarbon 





American Pipe Line Com. — ODM tumed 
down certificate for oil pipeline project 
American Potash & Chemical Com. — AEC 
lithium sen a about the 
long-ran 
Formeda g 


into new building in Ll A... 
Lithium in 

quantities at Trona, Cal 
—— new — Shouse plant at 





en, Mis _ 
sodiom pw hey aan ‘at ‘Aberdeen, Wiss. 
will likely go onstream in late ‘58 
Sodium chiora 
—. Saint-Gobain Com. — affiliation 
of St. Gobain, Blue Ridge Glass and 
American Window will operate glass- 
plate unit St. Gobain plans to build in 
Ohio Valley .. iol ‘ 
American Scientific Laboratories — 
Schering Com will make the Madison 
firm a wholly owned subsidiar 
—, os Co. — Cadmium-silver 
oa 
aindaas Salting & a -- - wud 
stock repellents — letter iia ms 
Plated foil 
American Sterilizer Co. — apparatus called 
Biogen for growing large quantities of 














cteria ... 
American Teleptu. e & Tele a — Direct 
Inward Dialing installa _ 
American Tyrex Corp. — five rayon firms to 
promote the Tyrex certification mark . 
Ameritan Viscose — Chemstrand paid first 
dividend to its shareowner .... iS 
Continuous fiber rayon plant in 
Va. will close .. 
Eamings forecast .. 
Planning to halt produc’ 
textile yarn at Roanoke, Va. . 
Ames Laboratories — amine entries .. 
Amet Corp. — four-company team propo 
to develop asbestos deposits in 
Newfoundland 
Ammonia Casale — will build panel ann 
in Greece with Unde GmbH 
Amoco Chemical | Com. - - aromatic acid in. 





First plant to use air- a Mee process. ; 
for ee acids is in operation in 


Ici will be the fourth ‘to use “Amoco 
oxidation process .. - 

New water-based paint ‘tesins 

Phthalic anhydride price cut . 

Phthalic, isophthalic and terephthalic 
acids produced from a mixed xylene 
stream at Joliet, Wi. ..... be 

Scientific Design sold xylene oxidation 
process to Amoco, may be used by ICI 

Union Carbide purchased ex- Carthage 
Hydrocol plant at Brownsville, Tex. 

Anaconda Aluminum Co. — progress toward 
method of up ho 
bearing clays. 

—_s Systers Co. — water-concentration 


anderen ‘Chemical Co. — Stauffer is 
expanding facilities of its subsidiary 
at Weston, Mich. . 

Anderson-Prichard Oil Com. — Ohio dh 
acquired by Ashland Oil . = 

Anglo-American Com. of South Africa — 
Permutit Co., Ltd. is supplying i ion 
exchange for water d i 
plant being tuilt in Africa 

Anlin Co. — will build sulfur recovery plant 
in the St. Louis area 

Ansul Chemical Co. — air-bome public 











Nitrogen novelties 
— —. B.T. Babbitt is talking 





dumping 
Applied R Radiation. Corp. — accelerator for 
radiation processing 
Aquadyne Com. — plating brightener .......... 
Arapahoe Chemicals, inc. — alcohol entry a 
Hindered compounds * 
Archer-Danieis-Midland — earnings 
New water-based paint resins 
Water-soluble resin 
Argonne National Laboratory — chelating 
agents for treating victims of <n 





New all-fluidized reaction process for 
raha tar - 





Probing plasma for fusion clues...... 
Argus Chemical Corp. — new vinyl stabiliz 
Arkansas Cement Com. — will soon begin 
operations at plant near Foreman ......... 

Arkansas Louisiana Gas Co. — Arkansas 
Louisiana Chemical Corp. has taken 
over operation of Pine Bluff Arsenal 
plant — Aug. 9-25 

Armco Steel Corp. — Air Reduction Sales 
Co.’s newplant at Butler, Pa. will 
supply oxygen 

High-purity gas from Linde’s new Middle- 

town, 0. plant will go to Armco’s 
Middletown Works 

Armour & Co. — new general offices in 
Chicago 

Armour Chemical — booklets to build 
identity apart from meat-packer parent 

Armour Research Lab. — ozone treatment of 
sewage 











Armour Research Foundation — plans to 
build a new multimillion dollar building 
in Chicago for expanded chemical 
research ..... 

Armstrong Cork Co. — Industrial Div. 
marketing Eastman’s new adhesive 

a —- Ltd. - styrene monomer plant 

an is moving ahead of schedule. 

Ashland oie & Refining Co. — acquired 

inderson-Prichard Oil Com. Ohio Div. 
Allenanie solvents plant at its Leach 
refinery, near Catlettsburg, Ky., will 
also produce specialty jet fuels 
ee Universities, Inc. — operators 
of Brookhaven National Lab awards 
REC contract to Vitro Engineering .. m 
Astra AB - holds license to make GAF’s _ 








Athaboste' Valley Corp. — investments in 
homes, school and hotel in Hinton, 


Atlantic Chemical Corp. — will purchase 
a controlling interest in Macromol Corp. 
Atlantic Research Com. — new plastic sony 
for ““lifting’’ latent fingerprints ............ 
Atlas Copco — newint Ge-siee air. 








Atlas Powder Co. — polyether 
aeneee of Delaware ience Day Camp 





wit close its White Haven, Pa. plant and 

consolidate its — ‘explosives 
production at Tamaqua, Pa. 

Atomics Intemational — AEC radioisotope 
contract 

Austenal Corp. — acquired by Howe Sound 

Automatic Switch Co. — high-pressure valve 

Automatic Timing & Controls Com. — input 








Automatic Valve Systems Co. — high tempera- 
ture valve 


Avebe — Superiose, amylose material 
Avon Products — aerosol toothpaste ............ 





BJ Electronics — detec 

BP Benzin- und Puen. GmbH — butane 
unit onstream at Hamburg refinery 

Babbitt, B. T., inc. - . study 
finds R&D favorable factor prompting 
acquisition of Connecticut coma 
Research . i 


& Wilcox — control and coolant 
techniques to improve nuclear reactor 
efficiency developed by engineers ... 

Magnesium-base pulping techrique ... 
Bache & Co. — offers GAF sett ement plan 
Bacol S.A. — Koppers will build pol y- 

ethylene plant in Brazil with Bacol 
Badger Mfg. Co. — awarded contract for 

addition of PA = at Reichhold’s 
Elizabeth, N.J. work 

Became sole owner of Badger-Comprino 
N.V. in the Netherlands 

Built ‘world’s largest continuous 
naphthalene distillation unit’’ for ° 
Allied in Philadelphia, Pa. . - 

Handling Reichhold’s biggest contract 

of phatalic anhydride plant going sade at 
Elizabeth, N.J. 

ealtple-cftect distillation system .......... 

Type S-R joint .. 

Badger, N.V. — new name for Badger 
senetinn, gong owned subsidiary o of 


Bad ge: ie 

Badische nile Soda: Fabrik A.G. — 
continues Germany's expansion into 
previously imported chemicals 

Dow has formed a new spanned with 
BASF Oberzee, N.V. at 
Halogenated polystyrene aa 

Badische Anilin- & Soda-Fabrik Overzee, 
NV. - ard owned subsidiary of Dow 
and BASF A 

Baird-Atomic tog — scintillation analyzer 

Bakelite Ltd. —tariffissue . 

Baker Perkins Inc. — control , % 

Balfour, Guthrie & Co. Ltd. — setting up 
headquarters in Tacoma, Wash. for 
new chemical div. 

Baltic Investment Com. — sold 90,000 shares 
of Bon Ami Class B common stock to 
Commercial International Corp. 

Baltimore Paint and Chemical Corp. — ~ fire 





Bar's Leak Supply — automotive chemicals 
producer files antitrust suit against Du 
Pont and threeother companies .......... 

Barco Manufacturing Co. — vibration snubber 

“Bard Pharmaceuticals, Inc. — acquired 
ft A) eee 
Barium Reduction Com. — barium r chloride 





Baitetle Memorial Institute — ground: break ing 
rad Lng solar still south of Daytona 
la. 


anal * Lomb Optical Co. — acquired 
Pioneer Scientific Corp. 

Bayer Foreign Investments Ltd. — arranged 
$20-million credit fom 4 banks to 
finance 

The eee Co. — may m-rge with B. T. 








Bear Hybrid Com Co. — developed amylose 
extender gene, key to growing high- 
amylose com 





Bechtel Com. — Davis, W. - a is 
becoming vice-president .. dani 
Uniparr, all-plastic screens . 
Beckman Instruments, Inc. — formed a sub 
sidiary company, Shockley Transistor 


Corp. 
System Div. is out with a digital voltmeter 
Beechnut Packing Co. — discontinued pro- 
duction of polyvinyl acetate emulsion 
Bell Aircraft — liquid a by truck from 
new Allied plant .... ts 
Niagara Frontier Div. utilizing Tiquid 
fluorine for rocket applications ........... 
Bell Telephone Laboratories — ferroelectric 
crystals may get broader aes x 
Helium separation process ......... ‘ a 
Metal- -sputtered printed circuits 
quartz 
Thermal reaction starter .. 
Belle Chemical Co. — entire operations will 
be transferred to Chester, S.C. . 
Ben- Mont Papers, Inc. — Christmas tree 
icicle has gone plastic 
Benzol Products — Barthrin — letter 
Beryllium Corp. — AF contract for making 
ductile beryllium castings 
Air pollution suit .. 
ie privately owned 
a 
ae and machined beryllium oxide 


shapes 
will build 2 a mil at its beryl ore properties 


Best to 4-4 — Com Products Co. formed 
by merger of om dmnennent eouantne 
and Best Foods et 

Bestwall Gypsum = - Brunswick, ‘Ga 
plant will be first step in Atlantic 
Coast expansion program 

Bethlehem Steel — court decision against 

proposed merger with Youngstown 
Selective price incteases . 
Steel merger case 

Betz Laboratories — Betz Boii-Out, product 
<— to remove oil and grease from 

Bex oe bacteriostatic agent, 

orbe: 

Bioferm Com. - Thuricide, live insecticide 

Bio-Rad Laboratories — ion-exchangers .. 

Bird-Archer Co. — liquid sample cooler ...... 

Biscayne Chemical Laboratories — formed 
Biscayne-Gallowhur Chemical Com. 
with three other companies .. 

Biscayne-Gallowhur Chemical Com. - ~ ~ newly 
a company merges the operations 
of four companies 

ones Com. - ao included in weet - 
etter ........ 

Bjorksten Research Laboratories — foamed. 
metals will be tried as a possible 

—. against smog .. 
~~ + tam — copper strip-rolling mill” 


Blythe ¥ x Co. - a_i. interested in 
bidding on GAF stock . 
Boeing Aircraft — Direct Inward Dialing 
installation 
Polyester for reinforced-plastics ap- 
plications developed jointly with 


Bon ha “Co. — headed by R. Paul Weesner, 
whose Commercial international Com. 
—— 90,000 shares of Bon Ami 

Borden Chemical Co. — appointed John V. 
Lynn to manage methanol plant in 
Brazil .. 

Dajac Lab offers tetrazolium salt for. 
quick detection of toxic boron hydrides 

Dedicated addition to its Leominster, 
Mass., PVC plant .. 

Epoxy facilities at Bainbridge, NY. uses 
Novolac as raw material 

More PVA coming — newunit will go ‘up. 
at Leominster, Mass. 

PVAc beads produced at liliopolis, ilt., 
plant and at Leominster, Mass. ae 

Polyco-Monomer Dept. is out with several 
new terpolymers .. 

Started construction o nd ad- 
hesives plant at Iliopolis, it - replace 
Reslac operation in Chicago ...... ‘ 

Borg-Wamer Com. — subject to Michigan 
eoaty taxes on a government-owned 
plant os 

Bome Chemical — jolts Wall Street with | 
acquisition of new, plastic-container 
filling process. .... 

Bostrom Com. — Chemical div. to produce 
molded polyurethane and vinyl-covered 
foam products .. 

Bowater Board Co. ~ plans to tuild hard 
board mill at Catawba, S 

Bowser, Inc. — Meter Div.’s new flow-rate 
controller .. : ; 

Bradford Laboratories — oil field water 
consulting ee gam new regional Inb 
in Denver, Col 

Brady, W. H. Co. ~ identification tabs for 
safety ““hard-hats 

Brewing Industry Research Foundation — 
beer fermentation with continuous 
process.. _ 

Brillo Manufacturing ‘Co. — did not violate 
the merger law when it venci The 
Williams Co. in 1955 ...... 

FTC mules that “bigness per se’ “doesn’t 
in itself violate the Clayton Act .......... 

Bristol Co. - temperature measurement 


























Bristol-Aerojet Ltd. — will sell Aerjet’s 
solid rocket fuels in the U.K. 

Bristol! Aeroplane Co. — formed Bristol 
Aerojet Ltd. with Aerojet-General to 


sell solid rocket fulesin the U.K. .. 
Bristol Laboratories — addition to research 
labs at Syracuse, N.Y.. 
es procedure for process ‘con- 


Kanamycin, tradenamed Kantrex, has. 
proved effect ive against piece aubiinng 
and other bacteria .. . 

Mitomycin C, an anticancer ‘antibiotic. : 
Bristol-Myers — tl vbhocioizl al 

Eamings foreca 

FTC report on antibiotic’ pricing and 

patents .. * 
FTC's * ‘incriminating’ antibiotics data. 
Overseas Com., a subsidiary, has pur- 
chased Khasana GmbH in Frankfurt, 
producer of perfumes and cosmetics .... 
British Aluminum Ltd. — Alcoa and 
Reynolds are vying a big interest in 
European producer 
British American Oil — Pincher Creek, Alta. 
S processing and sulfur plant will 
a reguiar delivery of processed gas 
Sulfursales from sweetened gas from 
Pincher Creek, Alta 
British Celanese — Courtaulds is doubling 
capacity for polyethylene yam ............ 

Courtaulds purchased interests in firm, 

wants to diversify .......... 
Petrochemical expansion at ‘Spondon 
British Hydrocarbon Chemicals Ltd. — ole- 
fins capacity will be doubled at 
Grangemouth, Scotland, plant ............... 

British Nylon Spinners — Britain’s only 
nylon producer to put up plant near 
Portsmouth 

British Oxygen Chemicals — dicyandiamide 

Bromine Producers Co. — halogen carrier, 

I acciensbanitdecinhisidblghalidetiedentitenditiivese 

Brookfield Engineering Laboratories Inc. — 
added new research wing to its present 
facilities 

Brooks & Perkins — stock offer to raise 
money to complete its investment in 
Alabama Met. - 

Brown Co. — magnesiu pi ng 
technique at Berlin, N. i. “ 7 

Bruce, E. L. — proxy fight settled . 

Brunner Mond — soda ash expansion .. aciaite 

Brush Beryllium Co. — contracts for studies 
on beryllium .. 
Who pioneered beryllium - ~ letter .. 
Buchi — melting-point apparatus ........ 
Buell Engineering Co. — classifier system 
Bulkley-Dunton Pulp Co. — Permutit Co. 
acquired flotation equipment business, 
including Collodair Separator trademark 

Bunawerke Huels GmbH. — soneae up its 
cold-rubber plant .......... 
Synthetic rubber plant opened oe 
Bunker Hill Co. — optioned a site near 
Hodges, Wash. for fertilizer plant 

Plans $10-million diversification into 

fertilizer manufacture .... . 

Burlington Industries, Inc. — process for 
multicolor dyeing of fiber-glass fabrics 

Butler Mfg. Co. — designing fertilizer storage 
bins for bulk handling ..... 

Byron Jackson Pumps, Inc. — cyrogenic 


UMDS 
Bzura Chemical — building new research 
lab at Keyport, N.J. — Oct. 25-87 
Equipment for Puerto Rico plant is headed 
forcitric acid, not fumaric production 


Cabot, Godfrey L. — built first French 
carbon black plant 
Joined with Shell-Saint Gobain and Texas 
diene to build synthetic rubber 
plant in France 
Licensing agreement with Ketjen Sul 
phuric Acid Works 
Cabot Labs — Cab-0-Sil, insecticidal silica 
Cal Tech — jet propulsion fab will get 
liquid fluorine from new Allied plant 
Calcasieu Chemical Cap. — newcomer in 
the glycol market makes first shipment 
from Lake Charles, La. — Oct. 4-84 
Calera Mining — injurious imports? 
Calgary Power, Ltd. — estimates Alberta's 
industrial expansion 
Calgon Co. — marketing instant dry bleach 
Calico Printers — earnings 
California & Hawailan Sugar Refining Com 
automatic warehousing 
California Research Corp. — supports water 
research project at Stanford Univ. with 
AF and the Navy 
Califomia Spray Chemical — got government 
DDT contract 
Plans fertilizer plant at Kennewick, Wash 
SoCal‘s subsidiary markets ammonia 
from Richmond, Calif plant 
Callery Chemical — advanced developments 
In guided missiles and space travel! goal 
of three-member corporate team 
Borohydrides have proved specific reducing 
ability as reagents 
Boron: fuel maker is supplying know-how 
to Midwest Research Institute’s fire 
research project 
Navy’s new boron fuel ys at Muskogee, 
Okla. — Oct. 4-83, Oct. 11-31, 
Prospective chemical fuel atin : 
Rocket fuel —— Is continuing with 


Panter soph ~ 

Tetrazolium salts for quick detection of 
toxic boron hydrides 

— & Hecla — owns 70% of Alabama 


Calusa Chemica — venting ma chine wane 
of laundry products 
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Cameron & Jones — suggests that olf com- 
panies bull ding plants to process hydro- 


carbons be allowed to increase oll import 


quotas ; 
Camp Bird Industries — polyurethane syn- 
thetic rubber venture has been launched 
by three partners 
Canad an a ne - Edmonton, Alta plant 
provides tips on o— construction 
and operation for frigid regions 
Canadian industries, Ltd. — plans to double 
polyethylene capacity 
Sales and earnings 
Strike at Edmonton, Alta polyethylene 
plant Into its second we 
Strike ended ~4 a ries poly: 
ethylene p 
Canadian te Paper Co. — will 
supply Continental Paper Products new 
plant with kraft ale 
Canad an Jotns-Manville Co. — four-company 
team pecans $ to develop “asbestos 


deposits 





weerenin be — nee carbige capacity ae 

Curtis Ma Machine Oly wml be moved from _ 
oo stown, N = jagara Falls 
bulla zuaien eration, deci 

- build in Niagara te Is, NY. instead 


Robinson. President Clinton, declared 
— York state business climate Is 


Univac used for statistical 
analysis of process data 
7 oeeeeee with a $10-million h expansion 
ct In Niagara Falls, N.Y. 
Ca rden orp. — carbon dioxide maker will 
soon be a division of Chemetron 
a chiorates and per-chiorates 


facture . 
Carlisie ( ste Cheaical ‘Works — optical bleach, 


conn! Prone Corp. — HTHT plastic ‘pipe 
— metuieo Technology — hydro- 


carribean © Cement Co. Ltd. - Jamaican 
being madeinto 
Igning a  fezing anes 
plant to produce fresh sa " 
rter Products — Crantary., mae J. drugs 
and ape A plant eee for com- 


Sales and og # 
Shave cream sult decision ............... 

Cary Chemical — offering stock holders 
r a ~ — common shares ¥ 


C d Com 
Catalin —_ of America — license agreemen 
with Union Chimique Belge for making 


ic polymer emulsions .. es 
coubeloans Chemicals, Inc. - Chemetron 


filed a complaint, charging viol ation of 
out-of court agreement 
Hydrogenation catalyst - Oct 18-71 
Catalytic Construction — will build Penn- 
salt’s newplant at Wyandotte, Mich. 
Cellcote Co. - adhesive bonds concrete .... 
—- acetic acid expansion at tinenang 


Displayed a variety of linear ‘poly- 
ethylene products at National Plastics 
Exposition . 

Firet resistant hydraulic fluid, Cellulube | 
220, for aircraft carrier independence 

Flash fire injures four operators at poly- 
> oe | plant on the Houston Ship 


Chan 
Formed voinily owned subsidiary with ICI 
fo wetece polyester fiber in US - 


Introducing new polyolefin ‘resin family, 


Joint venture with a7 to produce Teron 
polyester fibers in N £ 
Pie Tex. expanded ‘plant ‘will con- 
centrate -* swolying ae of 
ves . 


arnings ‘ 
Water terminal facilities ...... weld 
Celanese Mexicana — packaged unit for 
a at a Mex., 
plant ..... 
Ce Farmers Fertilizer Co. — buildinc 
$16-million Georgetown, idaho St 
oo stock interest in National 


Monsanto charged with phosphorus 
“technology monopol y’’ 
Monsanto vs ntral F Farmers — second 
trial set for N 
“Trade secrets” sult — final decree will 
come |ater this month 
Will buy into National Potash .. : 
Central _ Co - completed negotiations 
aan a Glidden Co.’s Chemurgy Div. 
ical Com. - newly forme d 
— will produce or 
ediates in the U.S. an 
Ceramic Color & Chemical Wanufac turing 
Co. — uranium colors for ceramics 
Ceramic-Metal Assemblies Com. — new firm 
will hand e ceramic-type materials 
Come ark Plug — opened new research 
lab in Toledo 
Chase Bag Co. — bought polyethylene film 
‘ gp and processes from Plax 


Chattem Chemicals — ~“suifonyt ‘hydrazones, i 
more effective against s lococcus 
and streptococcus bacteria 


sulfas 
Chemagro — Co-Ral, grub killer 20... 











Chemequip Co. - instrument protection 
Chemetron Com. - Chemical Products Div 
back in court — Walter H. Girdler, Jr 
resigns ae 
Chemical Products Div. developed 
catalyst for selective wee genation 
Chemical  escenane Div. offering nickel 


Catalys 
Girdler re Div. will tailor a 
ay plant for Irving Refining Ltd. 
Gi “4 hanes Equipment Div. devel- 
oped new method for cold-filling aerosol 
spray containers .....W......... as 
Is — operation of its four Colorado 
industrial and medical gas plants and 
sales og stg hy Into its National 


“a Inder Gas D 
al Cylinder Gas Div. has broken | 
po for a new oxygen plant at Erie, 
National Cylinder Gas Div. will operate 
new Califomia awe) also liquid — 
lant in Philadelphia aa 
NCG Internationa, a subsidiary, “has 
acquired interest in —- of indus- 
negetie ses In Mexic is 
ing for assets of Cardox Comp. ae 
Ses ane earnings plunged from las 
E=* three-quarter level — NCG" 4 sales 
ck to erie levels by September 
Tube Turns Div. offering packaged fittings 
will suply, a hydrogen plant for Irving 
Refining’s refinery now being built at 
Saint John, N.B. 

Chemicals inc. — started construction on a 
new plant in Hickory, N.C. to make 
general textile, hosiery and industrial 

Chemical Construction Corp. — contractor 
will bulld ammonia unit for Southwestern 
Agrochemical and First Mississippi In 

andier, Ariz. 
= igh wall when stainless pipe Is 


Chemica Industries Development Co. — Cairo 
flim plans to produce tented dru 
next wd under sana tle scmatence wi 
oncern 


Belgi 
oo, 
to 


New biochemicals 
Chemirad Com. — Ean ei offering its 
stockholders rights to subscribe to 
common shares of the newsubsidiary . 
Chemische Verwartung GmbH — German ole- 
fins process 
Chemische Werke Huels — commercial 
electric-arc process too costly for use 
in the U.S. - 
Commercial unit of Eastman ‘design. 
Sales prediction 
Synthesis of acetylene in an electric are — 
process used for several 


Chemoil industries — Baltic Investment 
Corp. is now Chemoll Industries ....... 
Chem-Salts, Inc. — Hutbard Hall has pur- 
chased majority interest ..... 
Chemstrand Corp. -- paid its first dividend 
to Its two shareowners, American 
Viscose phen Monsanto . 
Ho meg Acrifan trademark violators 


Shinke ac lic Fiber ch; o its name to 
Mitsubishi Vonnel ya 
Showing big ‘camiags mag RES 
Chemstrand Ltd. - opening Acrilan acrylic 
fiber plant at Coleraine, North a ne 
Chemtro! Co. — Rexall-owned company in 





L. 
Ches ebroug gh Pond — “purchased all cosmetic 
interests of Vick Chemica ; 
Chicago Bridge & Iron — added aspectro- 
= and allied —— to its 
metal — research lab in at, 


a 

Chicago Copper and Chemical Co. — fined 
for filling the air with fumes and dust . 

Chicago Gasket Co. — nonmetallic gaskets . 

aaa ang a - ee route to 





Taiwan ; 
Christiana Se Securities Co. — owns 26.7% of | 


it stock 
Chromalloy Com. - obtained exclusive 
rights from Ci llean Nitrate Sales to an 
iodide route to superpure chromium ...... 
Stock exchange to acquire Propellex 
hemical Corp. ......... 
Superpure chromium 
Chrysler Corp. — “eng neering Div.’s oll 
additive res ble 
Switchover to naantan alkyd finishes — 
for ‘59 autos 
Cia Azufrera 9 Americana — Mexico’s “ 
producer of sulfur 
Cia Azufrera Veracruz — record production 
of sulfur 
Ciba Products — hair spray resin... % 
Reserpine-derived tranquilizer ... 
Second largest in epoxies — unit will be 
ons tream at Toms River, N.J. and pro 
duction at es. pa will be dis- 
continued — Sept. 
Semasil, heh sty: + te for sale as 
an animal feed additive in Canada .. 
Throat lozenge ................... 


Cities Service Oi! — cat-cracking booster 
City Chemical Corp. — rare _picoanned 
Clarkson Co. — lined valves . 

Clemson Agricultural College — ~olans to 
establish pilot cotton-spinning research 
lab jointly with U.S. Dept. of Agriculture 

Climax Molybdenum — Coldwater, Mich. 
—— plant construction is under 


Plating chemicals ............ : 
Climax Uranium — considering vanadium- 
recovery system to work with uranium 
solvent extraction ......... 

Clorox Chemical — FTC hearings are in 
progress on P & G acquisition .. 
Coating Materials Laboratories — acquired 

by Sun Chemical . 
Cockerill-Cougree, S.A. — ~ will not reopen 
Luxemburg pheno! plant before ‘60 
Coleman | In its 


inc. 
plant for manufacture of pH meters and 
analytical Instruments. ......... eae 
Col gate-Palmolive — about to acquire 
Wildroot Co. - Dec. 20- = See 
Artic, liquid surgical soap . ai 
Shave cream suit decision ..... 
Collier Carbon & Chemical — pondering 
expansion of its Brea ammonia plant . 
Colma Inc. - vending machine Gapenees 
handlotion and haircreams .. Ks 
Colonial Iron Works Co. — solids blender 
Colorado Oi! & Gas Com. — would back 
St — in erecting refinery in 





Jama 
Columbia ll System - - airing | for ethylene 
production barn end its = a 
Columbia Hydrocarbon 

Columbia Hydrocarbon tgs ~baciioaating 
plant scheduled for startup by Dec. at 
Siloam, Ky. ... 

Columbia Products — expansion will add 
ethane recovery facilities, Louisiana 
Chemical will operateplant ........ 

Columbia Southern Chemical Corp. — Corpus 
—— plant’s preventive maintenance 
pays f 

Launched construction of cement ‘plant. 
a n, 
Licenses fluid. —_ calcining process to 
Barium R' tion 
Maker of Hi- sil” 
Safety training to chlorine repackers _ de 
Soda ash and sodium sesquicarbonate 
production has begun at Bartlett, Calif 

Columbus Plastic Products, Inc. - valve- 
gate molding process for thermoplastics 

Commercial Intemational Corp. - bought 
90,000 shares of Bon Ami . » 

Commercial Solvents — going ahead with — 
installation of smal — rusmuantens 
production equipmen 

Peoria, Ill. plant will £ producing cap- 
rolactam ae 
Revealing cost-saving secrets of its” 
novel Terre Haute, Ind. plant ... 
Sales and earnings .. an 
Slowed down plans b produce capro- 


lactam 
aaer Edison Co. - supersensitive 
oride ion detector seeks a manu- 


fa ae 

Consolidated Water Power and Paper c. ~ 

will construct research and development 

lab at Wisconsin —. Wis... 

Consolidated Coal — selling smal! amounts 
of National Potash stocks to Central 
Farmers : 

Constructors John Brown Ltd - ~ heavy- -water 
process developed ... 

Consultants Bureau — scientific translations 
of Russian publications ........ % 

Consumers Power Co. — Steam Heating 
Dept ’s newmethod of laying underground 
steam lines 

Continental Box Co. - wire-bound boxes 

ee Ge — aluminum cans to motor oil 


buying st a for fiber drum plant in 


Speeding i ae on its now- building 
multiwall bag plant In Hodge, ag acid 
Will build paper mill near —_ 
Continental Carbon — Phillips he 
and Continental Carbon are jointly plan- 
ning carbon black plant for France .... 
Witco Chemical subsidiary will boost 
carbon black capacity of Its Ponca 
City, Okla., plant .. 
Continental Oil Co. — Alfols, alcohols from 
—- by Ziegler based process to 
manufactured at Ponca City, Okla. 
Continental Ore Co. — will ask U. 
appeals to reverse last week’s jury 


ontreal 
Continental Titanium Metals Corp. - new 
coon” for iecucinnee of titanium in 


Euro ee 
Continental Wax ‘Corp. - - high- -camauba 
oli aes 


Cooperative Farm Chemicals Assn. — 
expanding in oe production at 
Lawrence, 

Captive’ temmeete. production for CFFC 
Coors, Adolf, Co. — beer in aluminum cans 
Coors Porcelain Co. — ceramic sponges for 

disposal of radio-active waste 

Copolymer Rubber & Chemical Corp. — 

ened itsnewresearch laboratory 
is a Copolymer is jointly owned 





Cordillera Mining Co. - will operate beryl 
ore mill near Drake for the Beryllium 


Corp 
Corn Products, — formed ‘by merger of Com. 
gaa Refining Co. and Best Foods 
nc 
Starch research, developed Ten-0-Film . 
Corn Products Refining — formed Com 
Products with Best Foods ....... = 
Coming Glass Works — Cercor Structures, 
corrugated ceramic ........ Ze 
Established new researc 
Cornwell Chemical Corp. a idle "Sulfuric acid 
plant sold to Du Pont ....... : 
Corwith Corp. - Crane Co. organized sub 
sidiary to handle government-sponsored 
research . -~ 
Cosden Petroleum — ~ polystyrene venture 
at Big Spring, Tex. ... oa 
Courtaulds Ltd. — doubling capacity for. 
polyethylene yarn at Coventry plant 
of Its subsidiary, British Celanese ...... 
Offers inducements to U.S. firms —— 
European investments, markets ...... 
Synthetic fiber plant to Russia .. 
Cowles Chemical Co. - granular 
metasilicate 
Crane Co. - holdings in Heavy Minerals Co. 
may be acquired by Vitro 
Organized a subsidiary, Corwith Corp. to 
andle government: sponsored research 
Creolin Co. of New Jersey — purchased by 


merge . ; 
Crest Instruments Co. — ~ probing ‘corrosion .. 
Crichton Co. ~ neoprene products .. es 
Crookes- Barnes Laboratories — using air” 
freight to distribute its products from 
two stockpiling locations 
Crossett Co. - $5.3-million expansion 
Program will soon be completed ............ 
Crown Cork & Seal — National Stee! 
purchased cold reducing mill ................ 
Coane — Products Co. - window 


Crown Zellerbach — FTC ruled ‘acquisition 
of St Helens violates the law 
Fertilizer pellet for forest seedlings .. 
Labs for research on utilizing bagasse 
for paper in cooperation with Hawailan 
Sugar Planters’ Assn. 
Plans to market polyethylene film under 
the name of Crown-Seal . ce 
Cuban American Nickel e - “Freeport 
Sulphur changed the name of its 
subsidiary to Freeport Nickel .. 
World’s — nickel -cobalt leaching, 
plant will be in operation by mid-’59 .. 
Cumberland Chemical Corp. - jointly aie 
company by Airco and Mastic to produce 
vinyl chloride ....... a 
Cumberland Com. - will ‘be reorganized. 


Curran Corp. - sold the Gunk line to Radiator 


Specialty and Dempsey & Stanley ........ 
Curtiss-Wright Corp. - AEC plans food 
center, will be part of U.S. Army radia- 
tion center in Lathrop, Calif. .. 
Will operate U. ; nite Center to be 
builtin Calif .. . 
Cut Coach Corp. - all about ‘‘all’” — 
letter 


Cutter Laboratories — blood plasma 
Sales for the first half of ‘58 sl 
Shares of a A common stock for 
public si 


Cyanamid de ya SA. — ~ pharmaceutical 


plant at Gutierrez . de 
Cyanamid of Canada Ltd. — American 
Cyanamid will start work on another 
plant for its subsidiary ..... 
Negotiating a —_ St Resis Paper ¢ Co.'s 
Panelyte D sisted sath 


D.L.R. Plasticos do Brazil — Pas invested 
in locally owned plastic fi 

Danubia Petrochemie A.G. — Aus tia’ s 
petrochemical industry was launched 
with the formation of Danubia 

Newly formed compan y owned by Mon 
catini and Stickstoffwerke AQ will oe 
up polypropylene plant in Austria ......... 

Datagraphic Systems, Inc. — jointly owned 
subsidiary formed by GAF Ozalid Div 
and Douglas Aircraft 

Daystrom Inc. — may acquire GAF’s Ozalid 


Div. x 

Dayton Rubber Co. — forming a Molded 
Products Sales Div. with a plant at 
Three Rivers, Mich 

De Beers Industrial Corp. - African 
ae. jointly owned by ICI and 
De Beers, plans expansion 

a = illiken Research Corp. — finish 


co 
Degan, Geo. & Co. - will handle “tnd 
tion of Degan Oil & woe © 238 
Degan Oil & Chemical Co. - forme 
process industrial vegetable of and 
resins ........ aa 
Degussa — agreement with Stauffer nearly 
completed to ons Electron-beam melting 
process in Europ 
be ran yt heavy water plant with 
riedrich 
Ferro-m Bays oxide process .. So 
German firm isnegotiating for Spanish 
uranium recovery process ...... 
Hydrogen cyanideorocess .... 
Uranium sulfate extraction method 
Dehydrators Inc. - dehydrator 


De Loval — engineering team fits anette 
for new jobs ... 
Delaware Realty & Investment Co. — owns 
32.7% of the voting stock of 
Christiana Securities Co. ....... 
Delhi- Taylor Oil Corp. - Corpus Christi 
hs improvement benefits CPI firm — 
De Mert & Dougherty, Inc. — cold-filling 
aerosol spray containers ..... 
Doneeey & Stanley — purchased the Gunk 
line together with Radiator Specialty 
Denver Fire and Clay Co. - building 
research lab to develop refractory 
products for missiles .......... ; 
Denver Oxygen Supply Co. - Cheme tron’s 
subsi lary wi still operate retail! sales 
branches in Colorado, bara and 
Nebraska eal 
— Research Institute — shale oil 


Deseret salt Apa acquired by Leslie 
Salt Co. 


Detergents Inc. - all about all” — letter 
Deutsch & Shea — survey to determine what 
ene: aed company image plays in re- 


Deutsche E istahiwerke — Titanium Metals 
and German firm form new titanium 
company 

Deutsche Shell ‘AG — continues Germany’ 
expansion into previously — 
chemicals ... : 

Development and Res 
Montecatini to supervise construction 
of PVC plant in tran ........ 

Devoe & Raynolds — Div. of Merritt-Chapman 
& Scott has concentrated on solid 
epoxies .. 

Dongs Chemical — exterminating firm Spends 

49 000/year for chemicals 
Diamond Alkati — chlorinated xylenes sitio 
Holds Pac wr on flame-retarding agent 


polyethylene = 
Plans to build campus- -style research 
center south of Painesville, 0 
Will build a new research center at 

Painesville 

Diamond Crystal Salt Co. — charged by FTC 
with legally anette — rson 
Island Salt ..... ad, See 

Dillon, W.C. & Co. — caking 

Distillers Co., Ltd. — tarif nly ies 

Diversey Corp. — patent suits settled ... 

Dixie Chemical Co. - chlorine antitrust suit 

Dixie Woo! 2 ~ ar beted — building oo 
in Pine Bluff 

Dixon Chemical Industries — arrang Jed 
financing for its planned sulfuric acid 
plant at Paulsboro, N.J. . 

Dixon Chemical & Research Com. - Allied- 
Dixon ‘trade secrets’’ suit settied . 

Dodge, F.W., Corp. — Grounds maintenance 
Lyset offered, authored by Herbert 


ending ig Cor.” - - drives ‘and couplings, 
Flexidyne ‘dry fluid 

Dome Petroleum, Ltd. - underground storage 
of by-product propane and butane ....... 

Dominion Fertilizer Ltd. - expected to 
= onstream with a superphosphate 


Don Chemical Co. - the forty- ninth state 
is his market 
Donau Chemie AG - - Austrian enterprise 
will be restored to private ownership 
Door-Oliver Inc. — high-capacity centrifuge 
Merco, centrifugal maker, now ‘nen of 
Dorr-Oliver .. : said 
Pulp bleaching system 
Douglas Aircraft Co. - GAF Ozalid Div. and 
Doug as have formed a jointly owned 
subsidiary, Datagraphic Systems 
Dow Badische — plans are moving along for 
— derived chemicals plant at 


reeport, Tex 
Dow Chemical - allyl chloride and potassium 
iodide included in Dow’s product line 

Benzene contract with the U.S.S.R. makes 
headlines . 

Chlorine/caustic unit at Plaquemine, La 

Completed expansion Ly nye 
capacity at Free; is going 
ahead with Bay City, Mich. plant 

Consolidating the sales — of 
its Textile Fibers Dept. and of its 
Dobeckmun Co. Div.’s Lurex yam unit 

Defense Dept awarded solid-fuel re- 
search contract — Nov. 1-18 

Dowpac, newpacking material for use in 
biological waste treatment systems 

Employees’ new stock-purchase plan 

Epoxy facilities — planning to build in 
Texas and/or in Midland, Mich. . 

Esso will supply refinery gases for 
ethylene production at new plant in 
Plaquemine .. 

Ethylene glycol capacity when expans lon 
is completed at Plaquemine, La 

wt polystyrene beads, 


Formed a new subsidiary with BASF 
V. - may revive speculation 
efran 

ee acid In commercial onl 
tion ~ 

Latex paints for wood exterior 

Magnetic separation agony to recover 
ion-exchange resins from slurry 

Modemization casebook data 

Motivation researchers take psychic 
measurements of purchasing agents 

Next expansion may be in the Ohio Valley 
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1959 plans and prospects — optimistic 
on magnesium 

Novel Inquiry-handling system to spur 
fine-chemical sale 

Plans for Dow Badische are moving along 

Property tax on government-owned 
ee. 

Research —% “one-shot” systems in 
polyether 

Russian eaans fuel for U.S import 
controversy — Dec. 6-39 ... 

Sales and earnings — Aug. 16-19 

Seriously interested in nuclear explosions 

Setting up newoverseas subsidiary in 
Caracas, Venezuela 

Shooting for $1 billion in sales by 1961 

Stable engineering staff ...... 

Talking it combinations of epoxy 
resins with its Pelaspan ...... 

Texas Div. has set up a new marine bio- 
chemical laboratory for control of 
marine borers . it 

Trolene, grub killer. 

Unique process for themanufacture of 
boron trichloride will be pa 
jointly by Dow and U.S. Borax 

Up from the dip — President Leland Doan 
is optimistic about the long term ... 

Upgraded flocculant Separan — July 12-58 

——— — ada into U.S. synthetic 

Dow Chemical of Canada — Samia strike 


will ve ‘organic. chlorides at its 
Sarnia plant ....... 

Dow Chemical Intemational Ltd., S.A. — 
Dow’s newoverseas subsidiary in 
Caracas, Venezuela .. 

Dow Corin _ ~ heat-resistant 
hydraulic flu 

Rubber lubricant, 4X Silicone Spray 

Silicone rubber 

Silicone water repellent for leather in 
aerosol container ..... 

Drackett Co. - purchasing assets of 
Judson Dunaway Com. .. 

Dracone Developments Ltd. — plastic barges 

Drakenfeld, B.F. & Co. — uranium colors 
for ceramics . : 

Drilube Co. — liquid oxygen sealant ..... 

Drug Specia!ties Inc. — acquired more than 
90% of the voting stock of Prane Labs 

Dunlop Rubber Co., Ltd. - new urethane 
called Duthane . 

Dunlop Tire andRubber — expandl ng car. 
tire production capacity 10% at its 
Buffalo plant 

Du Pont — acrylonitrile’ S biggest user 

Alathon resin for coating packaging 
materials ... 

Antitrust decision relaxed to oermit 
DuPont-ICi to sell each other’s 
chemicals ........ 

Antitrust suit filed by Bar's Leak Suoply 

Belgian subsidiary to build paint products 
plant at Matines ‘ 

Bought the idle sulfuric acid plant of 
Cornwell Chemical Coro. - will become 
part of Grasselli Chemicals Dept. 

Building laboratory at the Sabine River 
Works to stu e manufacture of 
polyethylene film 

Cancellation of urethane royalty contracts 
makes entry to foams easier 

Capital expenditures compared with last 
year 

Carpet-grade nylon price cut 

Chemistry of new light-fast red pigments 
revealed in a trio of new patents 

Chloroform as raw material for Freon 22 
and Teflon plastic 

Company-wide study of physically handi 
capped employees 

Construction cutbacks? 

Defense contractor was not among the 
100 largest last year 

Delaware Science Day Camp at wWil- 
mington 

Designer of two plastic solar stills to 
be constructed in Florida 

Developing its new purer-than-ever grade 
silicon by a process licensed from 
International Telephone and Telegraph 

Discontinued production of alkali soluble 
polyvinyl acetate 

Does industry at large have a stake in 
Du Pont-GM antitrust case — Viewpoint 
H.€.E. Johnson 

Du Pont-GM antitrust suit — Feb. 16 set 
for final hearings 

Du Pont-G™ antitrust suit may be wrapped 
up sooner than has been expected 

Electrochemicals Dept.’s new system 
combines cleaning with the flow coating 
of metal parts 

Employees at Selle, W.Va. vote for 
representation; layoff at Camden, S.C 
Orlon fiber plant 

Engineering Service Div. developed basic 
maintenance training program that 
stresses multiskills 

Expansion of nylon plant at Parkersburg, 
Ww. V 


a 
Explosives Dept will build 50-million- 
lbs/year caprolactam plant at Beaumont, 


Tex 

Finishes Div. field test of urethane 
floor finish 

Fluorinated hydrocarbons capacity 

Fluoroalcohols 

Fluorocarbon capacity in 1962 

Freon system uses chlorofluorohydro 
carbons as foaming agents for the 





ure thane : 

Handles all itsown engineering and 
construction w ork 

High-temperature tie called Fair- 
Se potted cn tonsa 

Holds patent on el ng agent 
for polyethylene 

Hydrogen peroxide coves a Memphis 
otant will de doubled 

Impact of foreign cars + anti bas sale 

Intemational Dept status raised 

Job-finding service for laid-off empioyees 

Justice , anne that Du Pont selis 
its GM stoc 

Latest moves in antitrust case 

Lawyer for GM stockholders endorses 
Du Pont’s ownership of GM shares 

Leased i!menite-bearing land in west 
Tennessee 

Liquid thiram 

Low-density polyethylene called Rulan 

Mexican pi trace halted . 

Modernization casebook data 

Neoprene gaskets for sealing curtain- 
wall joints 

New proposal to end vernment’s anti- 
trust suit filed in 

Nitramex 2H, TNT- ferro sili icon- 
ammonium nitrate in a metal can, used 
in underwater blast ‘ 

Old Hickory, Tem plant will go into 
operation in late “59, will double Dacron 
polyester fiber capaci 

Pigments Dept.’s new high-temperature 


nsulator 
PillarPac f reinforced boxes . 
Plans for paint products plant in Belgium 
and synthetic fiber plant at Dordrecht 
Polychemicals department has formed a 
Research and Development Div 
-~ newoutlet for Freon 13: auto 


absorbers 
nae tax dispute at Columbia, S. C. — 
ug. 9-36, Aug. 16-25, Oct. 11-44, .. 
ma he idle sulfuric acid plant at 
Cornwells Heights, Pa. 

Quartet of killers 

oe extrusion equipment at its 
Yerkes plant in Tonawanda, N.Y 

Recalled 88 laid-off employees at its 
nylon plant at Seaford, De! 
po at — on costs of the AEC 

gen sulfice-water exchange pla 
at Savannah River, S.C 

Research on short-chain branching of 
lolye lene 

Research - * = nad systems in 
isocyana' 

Retarder LAN - f aniti : 

Rising dye and textile chemical sales 
prompted Du Pont to rehire more 
employees at Chambers Works 

Role of merger in industry gowth 

Route to Monastral red pigments revealed 
in three new patents 

Sales and earnin 

Savannah River nuclear plant workers 
vetoed representation by Atomic 
Metal Trades Council 

Second-quarter sales figures 

Showed Teflon, Zytel, Lucite at National 
Plastics Exposition 

Shutdown planning — let 

Stockholders increased 34, 814 in the 
year ending June 30, ‘58 . 

Strike of construction workers at neoprene 
rubber plant abuilding in Northern 
Ireland has brought work to a standstill 

Sues Phillips for infringement of poly- 
ethylene patent 

Texas construction workers’ strike sets 
record 

Trend t light-wall use 

Unionization at Belle Works 

U.S. Justice Dept stil! insists that Du 
at should sell its 23% stock interest 

GM 


Using acrylic terpolymer in its new Lecton 
magnet wire insulation 
Will build a linear polyethylene plant at 
its Sabine River site near Orange, Tex 
i offices get Direct Inward 
Dial 
Workers Se Chambers Works get ‘second 
wage increase in seven months 
Du Pont Ltd. — buildin 2 synthetic 
rubber plant in Northern Ireland, near 
Lond: fry 
Neoprene plant in Northem Ireland will 
be ons tream 
Plans a research lab at Hemel, England 
Du Pont of Canada — North Bay, Ont. 
explosives plant will be expanded _. 
Plans linear polyethyleneunit at Sarnia 
Sales and earnings 
Will build technical lab at its Maitland 


Works 
Will build two new plants, one at Samia, 
Ont, and another at Whitby, near 
Toronto, also expanding its Shawinigan, 
Que., plant ieaieies a leatirereenies 
Duriron Co. - —yenied sinks from modified 
epoxy resins et 
Dutch States Mines — construction of 
caprol actam i under license from 
Dutch ay ®t . ote 
Dynacolor . — Syn’ rganic 
Chemical Div. wil rode a 
organic chemicals .. 


Eagle-Picher — diatomaceous earth pro- 
cessing plant near Lovelock, Nev. 


built by Kaiser Engineers . 
Sales and earnings 
Eastemn-Dukes Chemicals, Inc. — shampoo 
for pets. Pooch-Poo 
Eastern Corp. — new unit.in Lincoln, Me 
steps up output . 
Easter Packaging Co. — all about ‘‘all’” — 


Eastern States Petroleum — purchased 
— benzene to supplement its own 


output 
Eastman Chemical — ~ acetylene-ethylene 
processis up for licensing 
House of Color at Home Furnishings Show 
at the N.Y. Coliseum 
— new adhesive — fourth path t 


Eastman Kodak Co. — applied for permit to 
build research center on Lake Ave, in 
Rochester, N.Y 

Film adherence tester 

int the pol ylene business 
ester fiber debut next spring 


ver mystery 
Purchased site adjacent to its Kodak 
Park location in eee 
Retirement of researchers 
Sales and earnings .. 
70th saat s list of defense con- 


trac 

Eclipse Fuel Engineering Co. — purchased 
Lookout Boiler & We 

Eco as Co. — corrosion-resistant 


Edie | Lionel D.&Co. ae en 
companies’ foreign c me. 
Electric Bond and Share — 
George, reports that Escanbla has 
operated in the black . 
Electromanganese Corp. — Foote 
stepped up diversification ll 
sells manganese to steel industry 
eee Engineering — knitted 


Emery industries — my LAS ‘Sint venture 
roduce oleochemicals . 
Epoxy trio . 
Monsanto is putting in a size unit at its 
Nitro, W.Va., plant with Emery as co- 


operator 
Emhar Mfg. Co. — automatic aerosol packer 
acres — nitrite remover _. 
= eee, Inc. — hydrogen 


aor ~ - Escon as trademark for 
polypropylene 
New sales division to consolidate export 
will soe se Humbles’s output of poly- 


propy 
Entemprise Paint ue Co. — metal al coating 
Enthone, inc. — metal cleaner 
Nonfoaming mon 
ow dered replacement for liquid acids 
Ene Forge & Steel Co. — National Cylinder 
Gas has broken ome’ for new oxygen 
plant on leased premi 
Erie Meter Systems Inc. ~ saith, AO. Corp 
is purchasing al! ass 
Escambia ee i - ats ids recent 
acrylonitrile 
New research iabat at Wilton, Conn 
Coens -t the black for the first five 
months of ‘58 . , 
Process or methacrylic and acrylic 
derivatives received a series of US. 


patents ... “he 

Esso Petroleum Co. Ltd. — opened research 
lab near Abington, Berkshire, England 

Esso Research and Engineering Co. — 
pay 60 - waa synthetic deter- 


m4 Dept. po oF ‘solid-fuel | 
search contract — Nov. 1-18 ... 

Electric-arc process for palate 
natural gas into acetylene . 

Snow disposal equipment ...... 

U.S. —e checks equipment accuracy 


r Ess 
> Standard Oil — aluminum can experi- 


Baton Rouge ‘refinery is testing process» 
to be usedin setting up a second poly- 
propylene source 

Bayome, N.J. adopted a multiskill plan 

Fire at Baton Rouge puts high-purity 
ethylene recovery unit out of 
commission 

Fire at Baton Rouge, La. refinery has 
— maaan among ethylene 


wating goodits guarantee to supply 
thylene to processors 
= woah commercialize its polyolefin 


nepaeel gas turbine ready for its trip 
back to Baton Rouge 

Slant cuts cooling tower icing at Baton 
Rouge refinery . -~ 

Trace, 0.V., vice-president, reports at 
ACCC meeting that Russia exports 
chemicals to get U.S. dollars .. 
1 Corp. — contract suit 
sso guarantees ethylene deliveries 
despite fire 

Fire at Esso’s Saton Rouge, La. refinery 
has caused maemnnenesi —- ethylene 
customers ..... 


FX-Lab Co. — bacterial dre’ -gipe wiemnal for 
septic tanks and <-Jspool 


BF BS FER 


NLLFG 


Faberge, Inc. ~ Juliette Marglen charges 
that Revion is copying cosmetics .... 
Fabulous Fiberglass Inc. — $10,000 ‘sory 


Fairchild Engine and Airplane Co. — 
Goveraire Series 1,000m aaregan and 
oxygen pressure regul ae i 

Falk Corp. — gear drive 

Fanstell Meta Nurgical Con. — Tantalum 
Defense Corp. absorbed by the parent 


company 

Farben, |. @ “beneficial interest’’ in 
GAF claimed by Farben trustees — 
Nov. 22-18, " 

Lays claim to GAF stock 
will — Federal Judge David Pine’s | 
tulin: 

Farbentabriiven Bayer — agreed to exchange 
know-how andpatents with Naugatuck 
Chemical Div. 

Bayer Foreign Investments, a subsidiary, 
has arranged a $20-million credit from 
6 banks to finance expansion Saabs 

Calcium monofluoride is the key to a 
metal-purification yan ca 
Employment agreement suit 

Foster Grant has started ‘production ‘of 
Fosta Nylon 62 ASK under license ~ 
agreement with Bayer 

Negotiations with wien to produce phar- 
maceuticals shige 

Sales and eamings — “Aug. 23-26 

Salesprediction . 

Stepping up production of oly. -carbonates 

will establish an enamel sme aa works 
near Lyon, France, to be operated by 
ae meee. Societe Des Emaux 


— Hoechst AG — antibiotic, Reverin 
European perpnevies: producer 
Hea vy- water t using hydrogen dis- 
tillation, started up a year ase 
— distillation plant in full opera- 


Montecatini charges that Hoechst had no 
right to sell license to Hercules for 
making pclupepuene ‘ 

Set up Hoechst Pharmaceuticals in New 
York to distribute its drug line ..... 
Waxes to be distributed in the U. S. by 

Hostawax Co me 

Farm Chemical Resources Development 
Corp. — jointly owned by NFU, Kerr- 
McGee and Phillips Petroleum ..... 

Farmo-Quimica del Pacifico $. A. — 
Oxiquim Ltda. new firm owned 50-50 
with Sintex Ltda. to operate chemicals 
plant in Chile : 

Farwell Metal Fabricating — removable 


Federal Sion and Signal Corp. — warning 


Federated Pismecosieal Co. Ltd. — 
Jamaica’s first pharmaceutical plant 
will be backed by American capital 

Will build plant in Jamaica . 

Federation Chemicals Ltd. — new company 
formed by Grace and other investors 
to produce fertilizer in Trinidad .... 

Ferro Chemical Corp. — PVC stabilizer . 

Ferrosan AB — holds license to make 
GAF’s lodophores 

Fertilizers & Chemicals Ltd. — Israel’s 
largest industrial combine to provide 

chemical know-how for plant to be 
built in Belgium . 

Fiber industries — joint venture of Celanese 
and ICI will produce Teron polyester 
fibers in N.C. — Oct 25-37 .. 

Fiber Products Research Center Inc. — joint 
effort of paper firms will start +“ 

Fierro Esponja, S.A. — newprocess for 
making sponge iron from iron ore 

Financiere Belge de |’Asbeste-Ciment 
S.A. — four-company team proposes to 
a asbestos sits in Newfound- 


Fine ne ons Chemicals — license 


‘Braanes, with 
Fine peaties, Inc ~ stepped up production 
llantoin, wound heal 
Firetne Tire & Rubber — property ‘tax on 
government-owned property . 
Styrene rubber plant onstream 
Synthetic rubber, Diene — July 26-65 
ons Reser pi Corp. — Southwestern 
i hemical and First Mississippi 
Hy vane Kage will 9 an ammonia plant in 
Fish ye hm ‘Ce. - proposing to build 
— compler near Buenos 


Fisher Scientific Co. — carbon mn. analyzer 
Lab chemicals , , 
New reagent .. 

Reagent grade mercuric chloranilate .... 

Fisons — ~ Sr es figures revealed for 

the fi me 

Flexonies ¢ a ~ building a labat Elgin, 

111. for It = gv Research Labs Div. 
Smal! metal hose . 

Flintkoke Co. — acquiring ‘Hankins Con: 

ner ‘ 


Merger with Hankins Container and 


po o Canes tr endl 
oved b i olde 


ed. 
Florida Instrument Co. — div. of Milton ‘Roy 
Co. markets new instrument, the 


SII scstonivsercaseenieiansiictastoshioliscrinte 
Flo-Sweet Products Corp. — autoanalyzer 





procedure for process con 
Fluor Corp. — calcination oz for radio- 
active waste disposal studied . 
Construction of calcining plant in Idaho 
under way 


Copper recovery proces 

Discontinued — discussions with 
Foster — s 

Long-term loa Oe 

= an sea water conversion 


r research project at 
on AF and the Navy 


merger with Foster Wheeler... 
wt ing M’s new helium plant in 
Keyes oll and gas fleld — Nov. 


WIIl supervise construction of Pacific 
=e : ~ gpatmnametanad Van- 


ash. : 
Fluor Products Co. ~ cooling iaeet ‘tips . 
Food Machinery & Chemical ~ auto- 
matic bag palletizer . 
Fairfield sateal Div. will buy OM’s 
Powco insecticide operation .............. 
50% joint owner of Petro-Tex ............... 
Lost pollution sult . 
ra Chemical Div.’s new insecticide 


odan 
Rated 86th on ‘Pentagon’ s latest list of - 
defense contractors 
Sales and earnings — Aug. 16-19, Oct 


Sinclair's X-chemical epee additive 
is a 4 extra work ...... 
grass roots cam- 


ytos to cut 


ge 

Exclusive sales | ane nt fr metallic 
nickel and co roduced by 
Sherritt Gordon wines 

Plans silicon production at Exton, Pa. 


tal expenditures this year 
Problems in the lithium business 
Research key to commercial markets for 
a Fe M- Kitt tells securities 


stilt negotiating Withium contract with AEC 

Foothills Products Pipe Line Ltd. — pro- 
posed an $00 miihor edie to carry 
Aleerta gas % -products to the Pacific 


Ford Wobr Co. — glass producer's partial 
a of raw materials for Nashville, 


plant 
shit to higher: -melamine paint for autos 
Formica Corp. — laminated plastics will 
withstand high temperatures 
Forstmann Woolen Co. — closing operations 
Passaic, N.J. 
Foster Grant — Esso guarantees ethylene 
deliveries despite fire 
Fire at Esso’s Baton Rouge, La. refinery 
has caused repercussions among 
ethylene customers . 
Full-scale production of nylon-6 
Sponsors New York press conference to 
publicize plastics report from Russia 
—* production of Fosta Nylon 62 


Foster Wheeler Com. — ~ discontinued 
merger discussions with Fluor Corp. 
Talking merger with Fluor .... 
Foundation Laboratories — "teaten Animal 
Products Div. developed new hormone 
sh Synovex H, together with 


Foxboro Co. — pressure transmitter 
Freeport Nickel Co. — new name of Cuban 
American Nickel 
Freeport Sulphur — Cuban American Nickel, 
a subsidiary, will have the world’s 
largest nickel-cobalt leaching plant in 
operation by mid-’59 
Cuban rebels seize 11 ‘employees at Moa 
Bay project . 
Earnings ‘ 
Freeport neki Co., new name of Cuban 


witness “A hearings on tax con- 
‘ons to foreign investors 
Nicaro Div. ay rts its nickel-cobalt 
— abull ng in Oriente Province, 
Ownership of interests in the Lake 
Washington fieldin La. jd been trans- 
ferred to Magnolia Petrole 
Selling small — ws National Potash 
stocks to Central F 
Wight, Charles, Freeport’ s ~~ president 
— Minerals, Inc. — bullding uranium 
| and sulfuric acid plant at Riverton 
Started processing uranium ore at 


Riverton, Wyo. 
Will construct sulfuric acid plant at 
Riverton, Wyo. for new uranium mill to 


be built there. 

FRIA vem Internationale pour la 
Production d’Alumine — bauxite and 
alumina a under construction in 
French Guinea .......... : 

Fritzsche Brothers, ine: — flavors tested 
in New York la’ 

Ftalital S.p.A. — italy’ S first maleic 

anhydride sued be built at Scan- 
conecithe , 

Fuller, H. 6. Co. — established a branch 

plant | in Winnipeg Man., to manufacture 


Fuller re P wy Co. — exterior house paint 
made with isophthallc-based alkyd 


I iss Mviaasnssenins Bacto cctage sth 
Fusion Engineering — silver braze . 


Gallowhur Chemical Corp. — formed Bis- 


cayne-Galiowhur Chemical Corp. with 
three other companies ... 
New additive for swimming pool cements 
Puratize, Inc., a subsidiary, has developed 
process to make plastics bacterio- 


Static : 
Gallowhur Chemicals Canada Ltd. — four 
c nies form imnndectatanll 


a my sully a will cand 


site of new tire aS. be 

Gaylord — DrumPaket reinforced boxes .... 

ae Giulini GmbH — alumina process 
baa 2 mapa Co. — ~ eee Div. Is 


sere pi lant near Charlotte, N.C. 





by Gemco .... 
- — elec- 


etter 
General hailine & Film Corp. — AEC radio- 
a sotope contra 
ired all capital stock of Reproduc- 
on Products C 


0. 

Bache & Co. offers settlement plan, with 
three-way split of U.S.-held stock 

my for ~g fest manufactur- 
ing pl in Europ ‘ 

Discontinued pain n of vinyl ether 
monomers and 


posium 
Germans lay ‘elie to U.S.-held stock . 
Glycol unit at Linden, N.J. onstream 
Government lawyers are going ahead with 
aac f trial of Interhandel’s 


Hilidring. Gen. John H.: ** Euromart is 
a threat of vast dimensions” 

Moved aden part of its Dyestuff ‘and 

hemical Div. to Easton, Pa. 

Ozalid Div. and Douglas Aircraft have 
formed - jointly owned subsidiary, 
oy c Systems .... 

jose in industry growth 
Sales and earnings . 
ma Chemical — fluorocarbon capacity 


sue ca onstream at Elizabeth 
N.J. and Anacortes, Wash. 
General Dynamics — Convair Div. Is putting 
in a hypersonic ag we 
Liquid Carbonic Div. has completed two 
industria! gas installationsin the 
San Francisco Bay area : 
General Electric Co. — alkyd resin 
Glyptal ZA-114 
sab as of Lexan n polycarbonate 


re 
Chemical drill 
Construction started on radiochemistry 
a at the Hanford, Wash 
its new Lamp Research Center 
at Nela Park, 0. 
Disclosed details of the plutonium fuel 
elements usedin Arco, Ida. reactor 
F-50, new additive toughens silicones 
for high-temperature service 
ne Dept eames - turbine 
for Esso ........ 
Hot resins 
industrial Heating —_ offering producers 
of rich or lean exothermic gas 
a Dept. Is out with Render 


controller .. ag ; 
- a Dept. developed cloth of 
Large. Lamp Dent. offering new mercury 
tam 


New camera for closed-circuit TV 

Nitrile siticone rubber may be commercial 
by early 

Simple aan keeps tab on inventory 

Speedy repairs on Esso’s gas turbines 
damagedin fire 

Suppl yin know- is to Midwest Research 
Institute’s fire research project 

Tungsten carbide purification by 
Australian method .. 

“Wet’’ motors tackle pump seal problems 

General |.atex and Chemical Corp. — plan 
ning to build a plant at Charlotte, N.C 

General “ills — Chemical Div. added a 
—— resin to the product line 

Chemical Div. offering Versamid, 
epoxy polymer .. 

Multi- million research center in Golden 
Valtey, west of Minneapolis, scheduled 
to be completed in 1964-1965 

Production of epoxidized soybean oi! 
at Minneapolis plant 

Purchased 59% interest in the safflower 
plant at Sidney, Neb., set up by Pacific 
Vegetable Oil 

Will borrow $10 million from the Pru- 
dential Insurance Co. to help finance 
capital investment nye 

General Motors — advanced developments in 
guided missiles and space travel goal 
of three-member corporate team 

Aluminum engine blocks closer to reality 

Delco-Remy div. has formed applied 


2 25 


. 22-18, 23 


pn and electro-chemical research 


lep : . me 

Does industry at large have a stake in 
Mt ag GM — case — Viewpoint 

Du Pont-GM wena suit — Feb. 16 set 
for final hearings 

~ Pont-GM antitrust suit may be wrapped 

ip Sooner than has been expected 

Frigidaire Div. developed new foam in- 
sulating material 

Justice Dept. insists that Du Pont seils 
its GM Stock 

Latest moves in Du Pont antitrust case 

Lawyer for GM stockholders endorses 
Du Pont’s ownership of GM shares 

New proposal to end governments anti- 
trust sult filed in Chicago 

Swings to acrylic lacquers . 

United Motors Service is oo a 
new windshield washer solvent 

U.S. Justice Dept. still insists that 
Du Pont should sell GM stocks 

Weathering station for testing new auto 
parts near Miami, Fla... 

General Petroleum Corp. — supports water 
research project at Stanford Univ. 
together with AF and the Navy........ 

Thermal recovery experiment at South 
Belridge, Calif 
Underground combustion for secondary 
recovery of oi! studied 

General Petroleum Organization — Eayot’ s 
prime oll authority has formed th 
committees tos tudy the pebochemicals 
industry 

— Tire & Rubber — started producing 

‘-type general-purpose rubber 

Genera Corp. — vacuum booster 


Georgia-Pacific Paper Co. — air-seam team 
speeds waste disposal line at Newport, 


Ore... 4 . 
Girdler Catalyst — will manufacture 
catalyst developed by Chemetron 
Givaudan-Delawanna Inc. — moved to ex- 
panded laboratory quarters in New York 
Glamur Products, Inc. — bacteriostatic 
agents into rug andupholstery cleaner 
Glaxo Laboratories — influenza vaccine 
Glidden Co. — es Div. will be 
acquired by Central Soya Co 
Eamings . ; 
Earnings forecast 
First-annual money eee contest 
Mexican pigment race halted 
Offering for public sale $30 million in 
sinkin debentures 
Organic enemical Div. at Jacksonville, 
Fla. will get a synthetic levomentho! 
unit 


Plans a public offering of debentures 
outhern Chemical Div. changes name 
to Organic Chemical Div 

Synthetic geranio! 

Glidden International, C.A. — will build 
the vet st paint manufacturing facility 
in Central America with Pinturas 
Central Americanas 

Globe ae Co. — uranium mine operator 
acquired by Union Carbide 

Godaveri Sugar Mills Ltd. — will build 
acetic acidplant near Bombay, india 

Golden Valley Electrical Assn. — contracted 
for engineering studies on electric plant 
in the Nenana coal fields, Alaska 

Goodrich, 8. F. — Carbopol, water-soluble 
polymer 

Glacial acrylic acid production under 
way at Calvert City, Ky 

Nygaard, Karl 0. pinpoints the synthetic 
rutser problem at RMA meeting 

Sticky polymer 

Top executive change 

Will expand facilities at Henry, Il!., to 
make antiozonant chemica! 

Working toward new ultralightfast reds 
and yellows 

Goodrich, 8. F. Industrial Products Co. - 
Koroseal tank-Jining sheet for aircraft 

lating plant 

Goodrich-Gulf Chemicals, Inc. — union 
rejection by employees at the Institute 


W. Va. olan 
Goodrich-UKA — building nitrile and buta- 
diene-styrene plant in the Netherlands 
Goodyear Tire & Rubber — Dinsmore, R. P 
predicts ‘‘natural synthetic’ rubber con- 
sumption 
Nitrile rubber called Chemigum 
Urethane tire to go commercial 
Vitel Products Development Dept. 
established 
Gordon, Claud S., Co. — thermocouple wire 
Gorolin Com. — hair dye getsin-use test 
at Sears 
—. Batteries Inc. — siliconic 
ba a 


Grace, W. R. & Co. — acquisition of GAF’s 
Dyestuff & Chemical Div., if Sache’s 
settlement plan goes through, will 
make Grace theninth-ranking company 
in the U. S 

Congressional study finds mle of R&D 
not clear-cut in acquisition of Rare 
Earths, Inc 

sane Chemical Div. may soon offer 
molecular sieves 

Davison Chemical, producer of insecticidal 
silica called Dri-Die 67 

Davison Chemical sole bidder on Japan's 
order for nuclear-grade uranium 

Dewey & Almy-Chemical Co. claims to 





offer the first gelled paint formulation 
based on viny! acetate 
oa = Almy Div. nan spray- 
yvinyl acetate 


aan a 5 Chemical ‘ow offers low- 


cost emulsion 

Dewey & Almy Chemical Co. — organics- 
plastics piant to be built near Owens- 
boro, Ky 

Dewey & Almy started producing ‘“'S”” 
type general-purpose rubber 

er —— ethylene deliveries 


re 

Federation Chemicals Ltd., formed in 

partnership with other investors. will 

produce fertilizer in Trinidad 

Fire at Esso’s Baton Rouge, La. refinery 
has caused repercussions among 
ethylene customers 

Forming new subsidiary, Grace Electronic 
Chemical Inc. to serve as sales 
sentative for International Metaloids 

Grex polyethylene available in a range 
of colors 

Latest in mf piloting equipment at 
newly opened Washington Research 


Center 
Linear polyethylene field-testing of hula 
< hoops 





of Manganese 


Corp 
Research and Development Div. is now 
occupying its new research center at 
Clarksville, Md 
Sales and earnings 
Valve-gate molding process licensed from 
Columbus Plastics Products 
Grace Electronic Chemicals — Grace’s new 


subsidiary to serve as sales representa- 


tive for International Metaloids 
Granada Chemical — euryearane production 
plans 
Granada Plastics — polyst * e is in pro- 


ontainer Co. — bought by 


Mead Corp 
Granite City Steel - — generati 
= leased from Air Products a 


Graver a Geseiseting Co. — acid 

separator debuts 
New foreign operations dept. for process 
equipment 

Groves-K@lco Inc. ag store drugs 

Growers Container Corp t Regis i 
has extended offer to exchange stock 

St Rags Paper is otatag a stock 
excha’ 

Guanos y Fertilazantes — Mexican govern- 
, ment-operated company will build 
‘fertilizer plant at Minatitlan... 

Guard Coatings Corp. — removable a 

Guardian Chemical Corp. — acquired c 
trolling interest in Shield Chemical 


Gulf Oil Corp. — determination to take 
active interest in practical politics - 
Viewpoint H.C.E. Johnson 

Port Arthur, Tex. benzene mt will be 
onstream in midsummer of ‘59 
Will increase Its activities in politics 

Gulf States Paper Corp. — three-year pro- 
= to modernize and omen mil 

cilities at Tuscaloosa and Demopolis 

Gulf Sulphur — Mexican affiliate Cia 
Azufrera Vera cruz reports record 
production 

Gulton Industries — ultrasonic welding of 
aluminum sheets .. 

— Wagner GmbH - _ Argentine plant 


Gusmer, A., Inc. — new gun speeds weeted 
spraying 


mons Chemicals & Controls — electronic 
meter 


waved to its new headquarters and lab 
in Pittsbu 
Haig Werke A. G. — plans to build Austria’ s 
first methanol plant 
Haile Mines — research facilities located at 
on, Nev. enous by Howe 


Halocarbon Products — Fluoro-Chem Di 
offers new —~ pomanon fuld 
Fluoro lubricant ..... 
Fluoro monomer .. 
Trying to work itself out of “one 
customer”’ sales bind 
Haloid-Xerox Inc. — - oe mmultimition 
dollar lab this fali ..... 
Cutting drawing costs 
— a My research facilities and 
workin: 
will es poe ae center in Webster, 


Hancock Oil Co. — refinery d estroyed 
—* ~ es not go into — 


Hankins aie = ‘Flintkote plans to 
acquire firm . 
Stockholder approved terms for merging 
Hankins into Flintkote 
Hanson-Van Winkle-Munning Co. — has 
operationsin its new electro- 


chemical coger | in Matawan, NJ. 
Plans to ing to 
broaden studies in electro-plating and 
other metal finishing processes . 
Harbison-Walker — silica-alumina brick, 


Harco Chemical Co. — ‘safety cleaner and 
somes ser for — cleaning, 


Safety 
arris Lanersiotion i. — purchased the 
Lexington Laborato tories for research in 
Harshaw Chemical Co. — acquisition of 


s 
ae Color & Chemical, a subsidiary, 
tl expand a pigment 
ton at tle 
No trouble in selling it its $7-ailllon 
debentures . 


Sales and eamings — 9-18, 

Uranium colors for aia cs 

Will make a public offeringof 20-year 
debentures 


Hart Products Com. — mothoroofer 
Hartwell Co. — workmen Injured ye chlorine 
leak - Alliedand International Paper 
oneee S | G. ‘<=. — acquired by Bard 
ee, Ee 
Harvey Aluminum — new unit in The Dalles, 


Ore. 

Reduction plant onstream at The Dalles, 
— inc. — all-purpose 
Hawker ker Siddely- -John Brown Nuclear Power 

nvesti gating heavy-water- 
pow hb systems for ship propulsion 


units ‘ 
—_ Sud Co. — tantalum-lined 


hayward Tyler & Co. — has licensed U. S. 
firms en en immersion pumps for 
deep-well applications 

HEF Inc. — abuilding ammonium perchlorate 
plant at Columbus, Miss., capable of 
producing lithium perchlorate com 
—- ~ ete 5-17, July 19-92, 





v. 22- 
Heavy NOMinwate Co. - CraeGa.' s wieiags 
may be acquired by Vitro 
Hemeon Associates — odor-meter 
Henkel & Cie. GmbH — new way of produc: 
ing aromatic polycarboxylic acids 
Hercules Powder Co. — AF contract for 
solid-fuel rockets for Minuteman 
Hercules, Calif. urea plant is in com- 
mercially ; 
Hustling its new ‘high-temperature thermo- 
plastic into commercial production 
May be girding for expansion in Delaware 
Modemization casebook data 
Montecatini charges that Hoechst had no 
right to sell license for making poly- 
propylene 
Only commercial producer of polypro- 
lene so far 
Pioneer U.S producer of polypropylene 
again cuts prices, offersnew types . 
Sales and earnings 
Sponsor of Delaware Science Day Camp 
at Wilmington 
Steam plant costi— letter 
Toxaphene accepted as a household 
insecticide 
Urea plant at Hercules, Calif. onstream 
within 30 days 


will —. 800 acres north of Lewes, 


ts third 
Hess, Goldsmith & Co. — S for 
multicolor aeent fiber. ras fabrics 
Hewson Co. — insula! 
Heyden Newport — Nuodex Retest Div. 
developed paper coating 3g 
Nuodex Products expandeniciel 
— and piating salt production 
cilities 


wodex Products Co.’s natural fiber 


Hert Foundation Laboratory — dedicated 
laborato 


s 
seg - S- — European polypropylene | 


Hi-Carbon i Chemical — “Bayne laboratory 
and coal processing plant expected to 
be the first of its kind in the Pacific 
Northwest . 

High Vacuum E uipment Corp. — ~ internally 
resistance-heated furnace 

Hightower Laboratories — vending machine 
selling vitamins ....... fas 

Hills- —— ~ - diaphragm valves 
lined Penton 

Hodag Chemical Corp. - eg program 
of surface-active chemica 

ae Rubber Co. — ee s safety. 
su 


Hoechst and Montecatini-Stickstoffwerke — 
Fay war A at Schwechat refinery boosted 
= mish ethylene for aneemvnnenall 


Hoechst Pharmaceuticals — set up by 
arbwerke Hoechst in New York to 
fistibute its drug line 
Hoff, Canny, Bowen & heceilaie - survey 
of technical-executive demand .. 
Hoffman-La Roche — or punter form of 
vitamin E ........... ne 


Madribon, new sulfa 
Safer sulfa drug, called Madribon 
— carotene’s ware ia s with 


Synthetic citral 
Holden, A. F » ~ Instantaneous heat 
furnace 


chlorate plant at Columbus, Miss. ..... 
Chlorotrifluoroethylene polymer field 


on 
ecided to carry on operations of recently 
acquired Shea Chemical Corp. as 
Hooker’s Phosphorus Div. 
Earnings 
May transfer phosphorus chemicals manu- 
ng operations from Niagara 
Falls, NY” to Columbia, Tenn. ....... 
Organization- streamlining speeds aaa 
mprovement at Niagare ae A plan 
Performs its onw calibration of control- 
lab equipment 
Phosphorus Div. is expanding dicalclum 
hosphate production at stain Tem. 
Sales and earnings .... 5 : 
Sodium chlorate production | 
Hostawax Co. — formed as a div. of Pro- 
sive Color and Chemical to dis- 
bute in the U.S. waxes made by 


Farbwerke Hoechst 
Houdaille industries, Inc. — will purchase 
Il the capital stock of Provincial 
— Ltd 
Houdry Process Corp. — foaming catalyst 
called Dabeo — Oct. 
Houghton, E. F. & Co. - Carlin Ga. 
plant will produce antifoam 
nese s a ous industria site in 
Houghton Labora ries — conductive cement 
Howe-Baker Engineers, inc. — National 
Aluminateis acquiring the manufacturer 
of oil refinery equipment ..... 
Howe Sound Co. — moving cobalt research 
~~ from Salt Lake City to Dover, 


Views on cobalt spec ects ... ‘ 
Hubbard-Hal! Chemical Co. — purchased 
majority interest in Chem-Saits, Inc. 
—— s _ — Zeolex, insecticidal 
silica . 
Hudson’s Bay Co. — —— in department 
Store in Hinton, Alberta 
Humble Oi! — Baytown, Tex. benzene plant 
onstream eat Y this year : 
New producer of polypropylene, will 
build itsnew plant at pg Tex 
Received go-ahead to engineer a poly- 
olefin plant at its Baytown site 
Will have a 4-million-Ibs/year poly- 
propylene plant in operation at 3aytown, 
Tex. at the endof ‘59 . 
Hummel! Chemical Co. — supplier of fine 
chemicals 
Humphreys & Glasgow — gas from oll by the 
Onia-Gegi process at Yaizy, Japan . 
Hunter River Chemical Co. — carbon bi- 
sulfide plant onstream at Newcastle, 
Australia 
H. Co. - electrically heated 
emperature furnaces 
Hust it Co. — takingoil out of tar sands 
in Santa Cruz, Calif. ; 
Hyderabad Construction Co. — Organ 
Chemicals Div. will ican” 
butanol in Andhra 


I-T-E vane Breaker Co. — anode 


circuit breaker - 
Ilford ii — ICI joining forces with Ilford 
A ed the international market for 
color film .. 
a Chemical Industries — African 
Explosives, jointly owned by ICI and 
De Beers, plans expansion ...... 
Amoco oxidation process to make tere- 
phthalic acid at Wilton Works 
Antitrust decision relaxed to permit Du 
Pont-ICl to sell each other’s chemicals 
Etisul, antileprosy drug 
Fibres Div. licenses ‘Sclentific Design’s 
terephthalic acid process 
Formed jointly owned subsidiary with 
ry anese to produce polyester in the 


— 0c! 
— forces with Ilford Ltd. to enter 
nternational market for retail 
color film 


Joint venture with Celanese to produce 
Teron polyester fibers in N. 

Modulac, alkyd resins for es paints 
New terephthalic acid plant at the Wilton 
Works to back up its polyester fiber 

and film expansion program 
Nonanol may - — to inhibiting 
potato spro Keses 
One-coat pony nish . 
Phosphateless fertilizer 
Sales and earnings 
SO started design work on a plant in” 
Great Britain ....... 
Tariff issue .. 
Imperial Oil — ethylene raw material for 
Du Pont of Canada plant at Sarnia, Ont. 
Index Chemical — cleared of charges that 
it polluted Green’s ouee in Texas 
Pollution suit ends ........... AS 





Indian Central Salt Research Institute - 
magnesium carbonate from sea bitters 
Indianapolis 9 oe Box Co. — wire- 


bound bo: 
Industrial I Rayon Corp. ~ carpet- grade nylon 
ice : 


Formed Ohio River Chemical with 
Spencer to produce we ies 
Industries Plasticas Argen Koppers — 
Koppers’ ae nan polyethylene 
plant at La Plata 
Inland Chemical Corp. — me of Midwest 
chemical distributors In 
ae the case for Foner co- 
erative ‘‘middieman’’ 
Institute of Gas Technology — hydrogasifica- 
tion op il to produce gas from oil- 


be 
interchenical Corp. — retirement of re- 
Interchenie Le European sales agent 
for A BYF gen 


Intrandel = ~ or settlement plan elevates 
pric: : 
oo. aim U.S. “held GAF stock In 

tunning legal mo 
quennet lawyers roy ping ‘ahead with 
preparations for trial of interhandels 
Intemational Finance Corp. — makes equity 
+ amdhy in ellen enterprises 
Intemational Latex Corp. — Chemicals 
Div. moving into new oS’ 4 
— lmape om ‘S’’-type gen 


International Metaloids Inc. — Grace 
Electronic - sell output from the 
Towa Alta plant .. : 

sites Jaw Ln to be started at the 
wa Alta, Puerto Rico, plant . ‘ 

Iteration a Minerals & Chemical Corp. — 


consolidating se eal operat ng and 
staff divisions 
pened research center in Skokie, Ill. 
Sales and earnings .... 
salep -training sessions for representatives 
of fertilizer gee : 


M...- forecast 
Studying possible sites on the northern | 
Pacific Coast for anew mill ... 
International Swimming Poo! Corp. — maker 
of Esther Williams private arene | pegs 
its sales for ‘58 at $ 
ee Synthetic fusber Co. - 
Britain’s first venture in bulk produc- 
tion wd éR: S rubber onstream during the 
summ *58 
Intemational "Fdesinns & Telegraph C Corp. - 
Industrial Products Div. 
camera for closed-circuit TV .. 
tonics, Inc. — pa myer Ona bag 
electrodialysis wi utit Co., Ltd. 
Representatives of the Japanese salt 
industry will negotiate manufacturing 
license agreements sed 
Irving Refining — Chemetron Corp. will 
supply hydrogen plant for new refinery 
at Saint John, N.B 
or Construction will tailor hydrogen 


plant .. 

sochem Resins me - dipping resins, 
Isogel 151,1 

tostapes pe te Co. — offers thulium- 

70 as anew radiation source .. 

Italviscosa Eastern Trading Co. — will 
build rayon complex near Coimbatore, 
India, with South India Viscose Ltd 


Jamaica Copper & iron Co. Ltd. — discovery 
of low-grade copper desosits 

aes Mining Co. Ltd. — Jamaica Co aad 

& Iron, wholiy owned subsidiary, 

covers low-grade copper soem Thay 

Jamol Co. — oldest specialties maker, 94- 
year-old Jacques Romano, believes in 
personalized sellingof his iodine 


products .. ; 
Jefferson Chemical — ethylene plant at Port 
Neches, Tex. going onstre: 
Expansion at Port Neches, Tex., will 
boost glycol ay = 
Expansion = 
Revises sales organization around 
“marketing concept’ 
Jefferson islandSalt — Diamond Cry stal 
charged by hae with illegally, acquiring 
Jefferson Is! 
Jefferson Lake Ss of Canada 
Ltd. - operating costs charged ot 
the U.S. firm’s earnin 
Sulfur from new piant at 


fferson e Sulphur Co. A 
loss a $185, 185 for the nine months 


ended Sept. 30 a 
Jensen-Salsbery — sulfur compound for. 
animal skin disorders 
Johns-Manville Corp. — will santead with 


Johns- ‘Manville Fiber Glass, Inc. — purchased 
L.0.F. Glass Fibers Co. 
Johnson & Johnson — phenacridane 
chloride, anew synthetic drug .. 
Shares spurted 22 points 
Johnson-March - continuous blender 
Johnson, S. C. & Son, Inc. — buys Perma 
Stamp and gets patent rights on Porelon 


Chemical intermediates newest research 
payo' Rabe 
Four-generations- old wax heritage - - 


Furniture wax called Shine-Up. 
Polish maker’s starter is vanatie new 
chemical intermediate 

Jones Dabney — completed @ 
at its Loviewitte. | Ky. 

Jones & Laughlin Steel op. ded 
contract to Allied Chemical’s Wilputte 
Coke Oven Div. for construction of 59 
ovens at Pittsburgh 

Judson Dunaway ne hg Drackett and 
Judson are m 

Junta de —~ratlae rat — uranium recovery 
process ...... 


Kagan, E. Norman, Co. — 17-state survey of 
paints by New York management con- 
sultant 

Kaiser Aluminum & Chemical — Gramercy, 
La. plant Increased U.S. alumina 
capacity to almost 4 million Sene/yous 

Guaranteeing prices on all orders placed 
before July 1, 1959 . 

Photographing shipments to cut damage 
claims ...... 

Planning expansion of its Chalmette, 
La., works 

Reactivated potlines at Mead, Wash 

Reopened two aluminum potlines: 
— Chalmette, La. and Mead, 


waging a court battle to regain over. 
ges on U.S. smelters . 

Kaiser ‘Bauxite — Subsidiary of Kaiser 
Aluminum to begin experiments on the 
development of starch products from 
cassava roots in Jamaica 

Kaiser Engineers — built diatomaceous 
earth processin = | for Eagle 
Picher in Neva: 

oe ams — - vending m: machine 





“Kart Sante ae works will expand 

Karler Laboratories — broad-spectrum 
— vaccines may be nearer, due 
to new laboratory machine 

Karler Labs and Microchemical Specialties 
Corp. — Spectrolator, new laboratory 
machine 

Kartridg-Pak Machine Co. — acquired 
Mojonnier Associates and Mojonnier- 
Dawson, will be operated — — 

Kates, W. A. Co. — flow-rate regula’ 

Kawasaki Kasei Kogyo K.K. — Ru! oy Is 
— to import terephthalic acid 


Kawecki Chemical — sales and earnings 
Kay-Fries Chemicals — learning to live with 
a cyanide — safety training 


Kellogg M ” Wt. — assisted Fierro Esponja 
in developing iron reduction process 
Kemball, Bishop & Co. — English fine- 
— maker purchased by Chas 
zer 
Kennecott Copper — NLRB upheld discharge 
of five enployees at Ray, Ariz. 

Quebec Iron & Titanium, intl owned 
by Kennecott and N.J. Zinc, shut down 
its titanium separation plant 

Will Increase work week at mines in Utah, 
Nevada, Arizona, and New Mexico 
Aug. : - ' : 

Kentucky “olor & Chemical Co. —- Harshaw 
subsidiary will expand chemical pig- 
ment production at Louisville 

= negotiations with Harshaw in the 


stages 
— , Experiment Station — microorganism 


ests 
Ketien rsclphaie Acid Works — will bulld 
a black plant near Rotterdam to be 
erated NA Ketjen Carbon 
Ketona Chemical Corp. — will build ammonium 
trate facilities at Te Ketona, Ala 


Keyear Chemical - West Coast's first poly- 
vinyl chloride oe ant ’ 

Khasana GmbH — protucer of perfumes and 
cosmetics in Frankfurt purchased by 
Bristol-Myers Overseas Corp 

Kidde, Walter, Constructors inc. — survey 
on chemical companies’ attitude toward 
new write-offs : 

Kirk & Blum Mfg. Co. — dust collector 

Knapsack-Griesheim — acrylonitrile process 
proved out 

Farbwerke Hoechst subsidiary plans to 
start up carbide furnace ... 
New acrylonitrile preenes 

Knight Lickard & Co. — polyurethane 
fee hn rubber ae has been 

Knoxville Ferti nes co. 

Agricultural Chemical es ~y ell buy 
all the ph Kare a 

uae Limit tted offer to build 

phic olan In — 

Kolon dhe ing aa a ne. — woman sells 

e 
—.. Co. - — prediction 
Foam- --y ph 


v. 15-16 
pam connie Derformance of 
plants using Strategic Udy process 
— -density polyethylene is being made 
ame-retardant by converters 
Joining in two South American poly- 


ethylene ventures 
Melts down and distributes Russian 
naphthalene wanes by agents for 
Reichhold .. 
Sales and earnings 
Strategic-Udy electric-arc smelting 
process .. 
Vitro-Koppers pact for combined bids on 
government weapons system contracts 
Kraloy Plastics Pipe Co. — Rexall-owned 
company in L.A. ‘ 
Kress, F. J., Box Co. — St. Regis Paper 
plans to acquire Kress 
Krupp Kohlechemie — nitrogen plant in 
Wanne-Eickel Is expanding capacity 
—— lay > a powder fresh aerosol 


Kurashiki Rayon Co. Ltd. - ipcmanutacturing 
process licensed to A 

Kuznetsk Iron and Stee! - » nian 
coal gasification project ...... 


L‘Air Liquide Co. — low-temperature 
heavy-hydrogen distillation plant at 
Toulouse, France, onstream . 

Lake Asbestos of Quebec, Ltd. — started 
full commercial production at Black 


Lake a ‘ 

Lakeside Laboratories — clinically evalua- 
ting 1-phenyl-2-propy! hydrazine for 
a ope reed of depressed state in 

uman ; 
Will add Sanienstaanaiieiias to its 
pharmacology div. 

Lamex, Inc. — Mead Corp bought ‘a sub- 

Ha interest” in Lamex — Aug. 


Lamson Engineering — working up automatic 
drum palletizer 
LaPine, Arthur S. & Co. — ae 
apparatus from Switzerland 
Latex Fiber Industries, inc. — Fiber 
Products Research Center, joint effort 
of paper firms 
Lavoris Co. — acquired by Vick Chemical 
Vick Chemicat plans t acquire firm 
Lehigh Chemical Co. — rust preventer — 
July 12-54; 
synthetic lubricants for chains 
Lehman Bros. — syndicate interested in 
” bidding on GAF stock 
Lehn & Fink Products — corporate depart- 
ment for new-product development will 
serve the Proprietaries- Toilet: 2s, 
Dorothy Gray, and Tussy Cosmetics 
divisions 
Tergisyl, one-step disinfectant-detergent 
for hospitals 
Lemforder Metallwarengesellschaft GmbH — 
+ urethane synthetic rubber venture 
_— launched by three partners 
Lonnenl a & Associates — methylamines 
process design 
meee Co. — acquisition of Deseret 
It Co. 


Lever Bros. — Dept. of Justice suit 
attacking Lever’s acquisition of rights 
to sell Monsanto's ‘‘all’’ is still in 
pretrial stage 

Just. Dept. is attaching household 
detergent operations 
soa Div. is adding two new 
grances to its aerosol Air-Wick line 

Lewis, J. P., Co. — Fiber Products Research 
Center, joint effort of paper firms 

Lewis Flight Propulsion Laboratory — 
lubrication research 

Lewis Laboratories — NASA has been 
experimenting with fluorine for rocket 


Is. 
— a Ford — flat glass sales 


Libbey- ~ oie Ford Glass Fibers Co 
merger with Johns-Manville if stock- 
holders approve 

Shareholders voted to sell its assets and 
business to Johns-Manville 

Lignoso! Chemical Ltd. — will double the 
capacity of its !igno-sulfonate plant 

Lilly, Eli & Co. — Anthelmintic for human 
use, called Delvex 

Antileukemia drug 

Antitrust suit 

Bacterial inhibitor will double life of 
“soluble oil’’ emulsions 

Cattle —_— tests of Tapazole 

Glutamine cu’ 

Measles vaccine 

Plans four-story control building at its 
Indianapolis plant, fine-organic chemicals 
plant onstream at its Tippecanoe Lab 

Rabies vaccine 

ig Engineering — HYNI process for 


high-purity n we 
Linde Co. — Air Products purchased small 

oxygen facility 

Arc torch clears way for new refractory 
coatings — Dec. 6-85, 

Built oxygen instaliation for U. S. Steel 

Cat-cracking booster 

Developed a liquid Sayee rator 

Disclosed anew ‘super es ion — 
entirely new a concept 

Flame plating licks the wear problem 
on missile turbine shafts 

Fluorinated lubricants for oxygen plants 
supplied by Halocarbon Products 

Getting ready to cut loose some patents 
on air separation processes 

Molecular sieves for puteene high- 
purity nitrogen 
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Strong position with basic patents on 
molecular sieves 
Will guild industrial gases plant at 
Huntsville, Ala 
Will build an, plant at Middletown, 0 
Lindum Fabric — joint venture of 
Celanese Loy ICI now named Fiber 
industries will produce Teron polyester 
fibers in N.C 
es ~ Carbonic — role of —_ in 
try gowth 


industry gro 
Lithium Corp. of America — AEC lithium 
contractor has taken steps to minimize 
theimpact of a loss in business . 
Lithium perchlorate plant in Minneapolis, 
Minn 


Reorganizing into seven major departments 
Research stressed by Harry Feltenstein, 
Jr. at reception for company’s admission 
to American Stock — 
Sales and earnings — Au 20... 
_ Arthur .< — liqui nitrogen genera- 


Studies on the oe distillation 


route reported a 

Lockheed Missile S 3 — fuel cell with 
efficiency of 

Lookout Boiler & Mfg. Co. — purchased » 
— Fuel Engineering, ull opera’ 


Louisiana Chemical Cor. — expansion of 
the Columbia Products extraction plant 
Louisville Cement Co. — expansion vines 
at Speed, ind. plant 
Lowe Paper Co. — glueable polyethylene 
for packaging : 
Ludlow Papers, Inc. — developed Flex-L 
process t make Proolene = tJ 
launch Caplene Orthofoam and 
foam films i 
Expanded Homer, La. ptan chief pro- 
duct will be tansparent films 
The Lummus Co. — wil! build an acrolein 
unit at Shell’s Norco, La. plant 


Macromo! Corp. — Atlantic Costes will 
purchase a controlling interest 
Magline Inc. — magnesium bridges 
Magnolia Petroleum — Freeport Sulphur 
-_ ~ pa and gas properties to 
a 
Pioneered oe t laboratory and field work 


of thermal aoey j 
Maizena, S. A. - build ng corn processing 


plan mba 
—o Chemical Works — semi- 
‘onductor-grade silicon production 
Mallory. Sharon Metals Corp. — acquired the 
titanium tetrachloride plant bu neat by 
Stauffer at Ashtabula, ae 
Electron-beam melting pro : 
Exoloring titanium pos meter area . 
Manganese Reduction Corp. — Grace is 
negotiating for acquisition 
‘Manhattan Adhesives — polyviny! acetate 
emulsions plant put onstream 
Mann Research Lab — manana tool for 
pancreatitis 
Steroid isomer available .. 
Manning, Maxwell & Moore, Inc. — instrument 


valve RE. 

Marglen, Juliette — Faberge subsidiary 
charges Revion with copying cosmetics 

Marglo, inc. — chrome, gold and copper 
Mylar-and-vinyl tapes .. 

Marks, Robert, Co. — epoxy adhesive in stick 


form 

Marley Co. — designs slanti exterior of 
cooling tower for Esso Standard Oil’s 
Baton Rouge refinery 

Marlon Products, Inc. — Revlon products 
will be made in Israel 

Maroc — Proctor & Gamble forms new sub- 
sidiary headquartered in Casablanca 

Marquardt — supplyin know-how to Midwest 
Research tm Institute’s ~~ research 


project 
uneete Cement Mfg. Co. — opposed p lan 
of Swiss firm to build cement plant 
in Michigan ia ; 
Martin =. ~ property tax on mn government 


property? 
Martin Aircraft — Alum 
Maruzen Oil Co., L 
work on a plant in Jap 
Mason Products, Inc. aoued its facilities 
in West Concord, Mass. to a new one 
in Woburn, Mas : 
Mastic Tile - ‘joint veuiare with Airco 
produce vinyl chloride .. 
— for Electronics, inc. — - organized 
eam special-purpose es, 
tals to the electronics industry . 
Matheson Co., Inc. — oa 
Matheson Coleman & Bel! Div. Is selfing 
chloranilic acid and salts 
Mayer, Oscar, & Co. — Kartridg-Pak 
Machine, a subsidiary acquired aerosol 
firm, Mojonnier Associates . 
Mc- — Air Force Base — fen armor 
Refactoy F tanks at ai ft plant .. 
weDane hy ny Porcelain Co. -- ceramic 
radiant-heat furnaces ... 
Negra F. ™ & Co. — licensing arrange ent 
ge Sumy AG to sell H 


ae ° 
McKesson i Robbins — buys Merchants 
Chemical, becomes largest chemical 


distri 
McKinsey & Co. — ~ management ‘consultants 


"57 company survey shows pay of 
ayy s tied Coser to sales than 


Mead com. — acquired Lamex, ‘producer of 
wax wrappers — will soon produce 
polyethylene film as well .... 

Purch “a substantial interest’’ in 


Lame 
Sales and profit upturh is under way 
‘coming ye ay ot wrenn 
rw A a its interest in the plas plastics 
ni 
ay =~ Paper stockholders approved terms 


Mellon Inte — Research services 
section established 
Mentholatum Co. — 5 rademark infringement 
suit filed : 
Merchants Chem a € — McKesson to 
— contro! of large national whole- 
Merck, E., AG-A ne plant sales 1958 
Formed Stauffer Pharmaceuticals with 
Stauffer Chemica : 
erck & Co. ae study ‘finds 
R&D factors fo de stron pet in 
oo of 


Dutch Subsidiary w wil broaden doorway 
to the common expanding pro- 
duction facillt facilities ‘or Diuril 

Gibre! plant ——s stimulator boosting 
cotton ds 


New foreign venture with Tata ‘Sons to 
produce pharmaceuticals in india ...... 

OM’s oe Div. will wd} a license 

under two ma 


S! 5 points 
Silicon production at Danville, Pa. plant 
—— steroid patent sult ends 
t new steroid hormzne Decadron 
Merck Sha —y & 


joint 


-in-one vaccine .. 
on mental ills . 


has medical chemistry 
laboratories costing almost $1 million 
Metal H on - sane chemical 


Sodium =_ potassium borohydrides seek 


weta'&Therit C. = Savhaatsing new 
. reves ol field ion, met : 
— ics plant at t Carrol 
— 


Sales and ea dele 
= saianen tanium slant near 


lontpelier, Va. 
Metals Research and Development Corp. — 
= will add a wing t its laboratory at 


Metasan Cheenti’ oo. = ‘sharing new offices 
with N In Newark, NJ. 
Metro-Atiantic, Inc. — ehtylene urea 
Metron nevenent 0. jemeter 
Michigan Chemical | Cor. — employees ended 
a two-week s! 
Financing new seawater magnesium plant 
in Port St. Joe, F 
Port St. Joe, Th oe for s sea-water 
ant “ 


ap 
Sales and earnings 
ttlement at the Manistee and St. Louls, 
Mich., plants ...... 
se: * pci — contest for researchers ~ 


eting policy - 
Midland Industries — Alfalfa antitrust sult .. 
Midwest Research Institute — construction 
under way on wing to main building 
oo are conducting first major 
h project in new firelab ..... 
Miller Container Corp. — purchased by 


Mea ; 
Milton Antiseptic Ltd. — acquired by Vick 


ica 5 

aaa Roy Co. — Florida instrument Co. 
etsnew instrument, the Chemalyzer 

Mine Safety Applicances Co. — boron 

AMaby ZOE eee ececeee 


uinevals & cre 


to 
sulfate e _— ~ RIP processing of 


uranium 
Minneapolis pad Co. — will build liquid 
propane storage plant in New ree, 


Minn ee 

mtacanpeite Senmyactl Regulator Co. - 
electric controls .. nak 

Sa eye spots smoke and flame eae 
——— Mining & Mfg. ‘a a 
ylene polymer field competition ...... 

Defense Dept. awarded solid-fuel 
research contract — Nov. 1-18 .............. 


Formed Missile wentid Sateve bean 


“ group 
Inorganic paper’ 
Nuclear research develops high-tempe- 
a. 9 aemmdaenesannaeel graphite 


saad earings — Aug. 9-18; Oct. 


Misr chemical Products Co. — awarded 
Cronzio De Nora construction contract 
for ~ Arabian-area caustic-chlorine 


plan’ 
Mississinoi Chemical con. - ~ expanding 
in yrea at Yazoo 
—— Monsanto acai Co. — new 
i for Monsanto-Kasei Chemical .. 
Mitsubishi Petrochemical Co. — plans to 
ane: 


city by bu’ 
Mitsubishi Vonnel 
Shinko Aare Fiber Co. owners of 
which include Chemstra: 
Mitsui Petrochemical = lip — Iwakuni 
ethylene oxide plant onstream ............. 
Japanese plant first to use Amoco’s | 
air-oxidation process . aslo 
Wobay a 0. — liberalized its 
Icensin for polyurethane foams 
“One-shot’’ a ng method Simplifies 
“flexible’’ pe foam oan ~ - 
Nov. 22-61 ..... 
Urethane foam formulation ...... 
Urethane foams — sales forecast ....... 
Moberg, A. R., Laboratories — epoxy resin 
= nn ‘protective png developed 
¥ Fluor and Mo 
Mobi ke bL anada, Ltd. — = gas control 


uojemier A Associates — Mojomier Associates 

and Mjonnnier-Dawson acquired by 
Katridg-Pak Machine Co., will operate 
asa us 


er hemical — big gainer on stock | 


gaan ed first dividend to its 
shareown pase 
Clean H- pone may ‘be used to clear 
Alaskan harbor 
Congressional study finds R&D prominent 
factor in acquisition of Lion . : = 
~~ of Justice sult attackin nace 
—— of rights to sel Nal is 
| in pretrial stage . 
Disclosed plans to double fumaric acid 
capacity at its St Louls facilities 
Does rush engineering work itself 
Dust repelling polys' " aE 
First ocean-tanker bulk shipment of U.S.- 
made acrylonitrile tolrelani 
First to petition for a safi zene 
under the food additives ee 
Justice Dept. is attacking cena 
— operations — July 19-25 


Liat suit settled 

Lion Oif Div. will expand its El Dorado, 
Ark. refinery capacity; pm unit! 
will provide raw material a 
Chemicals Div 

Long Beach, Calif. plant makes custom 
oe of plasticizers in bulk 


uantities 

Lolins ~f insecticide duties for its 
Santocel silica ... ‘ 

Microtubing 

New agtoulianal research lab in st Louts 
is now in operation 

New labor contracts 

PVC plasticizer, DNODA 

Prosar plants — 

ru 


trial set for November .... 

Phosphorus-trade-secrets suit against 
Central Farmers Fertilizer Co. takes a 
pleen turn ... eh hi 





es ts to cut damage 
claim y 
Pushesconstuction of urea plant in 


insas 

Radiation: and hi h-temperature-resistant 
lubricants for ’ 

Radiation resistant fluids heated vib 

Randox or CDAA, watergrass killer .. 

Rocket-ship exhibit at National Plastics 
Exposition .. vaiels 

Sales and earnings — Sept. 13-35 

Seriously interested in nuclear explosions 

Sicedison S.p.A., owned by Socleta 
Edison and Monsanto, p ans chemical 
packing plant in por Bn Italy ‘ 

Stepping up production of Its fortified 
rosin size for paper ‘ 

Terpolymers with nel of composition- 
vs.-clarity dia 

“Trade secrets’ sult — final decree v will 
come later wd —_ eeseind 

Trend to light-wal 

— terminal facilities a valuable plant 


Work steppage at El Dorado, Ark. defined 
Working on ammonium meveed _ Lames 
explosives. ............ 
Wrinkle ratin 
Monsanto Chemicals Ltd. — - may be the next 
British firm to trade with Russia : 
Tariff issue ae, 
Monsanto Chemicals (Australia) Ltd. — 
Australia’s first styrene monomer plant 
joint venture of Monsanto and Petroleum 
and Chemicals Corp. Ltd. : 
Monsanto-Kasel Chemical Co. — changed 





its name to Mitsubishi Monsanto 
Chemical Co. 


— contends that it poe md ‘world- 
wide right to basic pol yproey 
aa logy; will build plant " Brindisi 
taly .... . 
Formaldehy yde process devel oped by 
Glulio Natta will be used to expand 
production at Castellanza, Italy ............ 
Hint that non-German producers need 
license elicits resistance wrens com- 
panies conce — wt 
Corp ervise pve plantin iran .. 
Joint \ Miontecatint. aoe oy a on 
polyolefin — 
noane a 20- al loan of 
billion lire = agains ah cinabtihes 
oss de-sizing, scouring and 
Ing process devel 
Pal wee and polypropylene products 
wed at National Plastics Exposition 
re its U.S. sales agent oe. ‘ 
euyereyiene | fibers project .. see 
Sales and earnin 





“i! 
US. government DDT order 
Wontrose International has minority 
js ge in Montrose Mexicana, Mexican 


DDT venture 
Montrose Mexicana S.A. in DOT plant at 


fai 
CZ fertilizer pellet or forest seedlings 
Morningstar-Paisley, Inc. — etherized starch 
achine Works — vertical slurry pump 
Morton Salt — tentative permission from 
pe of $s Natural Resources Dept. to 
— under Lake Erie near Paines- 


‘il 

Moth and Camet Beetle Contro! Institute — 
articles to be stored should be 
sprinkled with moth crystals and folded 
into aluminum foll wrapper 

Motomco, Inc. — will market Moly-Gro 

Murphy iy 6 wt Miller — environmental test 


nt 
wary Phoenix Co. - Sollaway, new spot- 
cleaning fluid : 


NCG International — acquired interest in 
producers of industrial gases in Mexico 
= Equipment Corp. — high-vacuum gauge 
“Vv ahs 
gruno!l — 
frult diseases 
Cullin, Inc. — will bui Id office 


building for SunOlin at Marcus Hook, Pa. 


National Adhesives Ltd. — building poly: 
eg emulsions plant at Toronto 
National Alfalfa Dehydrating and wilting 
Co. — antitrust suit flied by 
Justice Dept. 
National Aluminate Con. — acquired Oi! 
roducts which will operate as a div 
Acquiring Howe-Baker Engineers, Inc. 
Gearing for — ‘ 
Water-testing re 
National Cash Resister Co. — Electronics 
Div. develops faster computers ; 
a Chemical & Mfg. Co. — Lawn 
Tint, turf color paint 
— wg omy od Gas — Div. of Chemetron 
as ~_> ground for new oxygen 
ome at Erie, P 
Role of merger in indus ty growth 
Will include Chemetron’s A ag Colorado 
plants into its operation 
National Dalry Pretens Corp. — will bulld 
a two-story laboratory adjacent to its 
Glenview, Il!., research facilities 
National Distillers & Chemical Corp. — 
bought Textron’s Kordite Div. — will 
enter plastic packaging products market 
Expects its new titanfum unit in Ashtabula, 
0., to start paying off by the endof 
this year 
Teletype network knits 40 plants and 
offices with combined communication- 
and-data-processing system 
USI a have been on strike since 


ust Tuscola settlement : 
USI’s cast polyethylene film, trade. 
— Petrothene, Is promising for 


USI’s Te ped lines agreed to let Farm 
Supply’s trucks and personnel through 
National Drug Co. — air-freight user 
National Farmers Union — partowner of a 
New Mexico potash firm, also of Farm 
Chemical Resources Development Corp. 
National Gas a mone Corp. — blueprinting 
. a 


National Lead Co. — Nuclear Metals Div 
It take over a section of Magnus 
Metal Div. plant in Albany, NY. 
Sales and eamings 
National eet ce. - doubling ele- 
mental silicon production at Sortag- 
field, Ore. plant .......... ; 
National Potash — Central Farmers 
Fertilizers buys into NP . 
CFF is buying a small stock interest In 
firm, er owned by Freeport Sulphur 
and Pittsburgh Consolidation Coal ...... 
National came Testing S tation — 
Salcination system for radioactive 


on plant in the Morgan City, 


waste disposal — July 19-78 ....... 
National Research Corp. — high-temperature 
metal processing by electron bombard- 


National Starch Products — cationic starch, 

called Cato starch .. 

ag ey: corn, a joint venture with 

merican Maize .... 

Instant bonder . 

Offers cold-water- swelling ‘carrier stock 
forcorrugated fi 

Resin Div. predicts a rare repaint 
market for vinyl = ~~ primers 

National Steel Corp rton Steel Div. 
is taking over er mill ph by Crown Cork 

— Lee Truck Carriers — issued 

Commodity and Equipment - Sheets 

National Wenany Fiber Co. — glass 
fabric laminate ...... 

Naugatuck-Rumianca, S.p. “ae — jointly 
owned company formed by U.S Rubber 
and Rumianca to produce and sell 
chemicals in Italy , 

Neville Chemical Co. — promoting indene 
from the pilot-plant class .. 

New Bedford Gas & Edison Light Co. — 
New England Gas may purchase land 
from its subsidiary to build a plant 

New England Gas & Electric Assn. — may 
diversi _ production of petro- 
chemical r 

New a Lead Burning Co. — lined 

— with Loroseal for aireraft ct 
ant .. : 

New ‘era Specialties — residue remover 

New Jersey Zinc — Quebec Iron & Titanium, 
jointly owned by Kennecott and New 
pa Zinc, shut down its titanium 

ration plant .... 

New York’ s Food and Drug Research Labs — 

ser, Bernard, opinion on food 
chemicals — Viewpoint H.C.E. Johnson 

New York Rubber Corp. — Beacon, N.Y 
plant back in full swing after a 15- 
week strike, agreement on new one-year 
contract 

New York Testing Labs Inc. — acquired an 
altitude chamber 

Newport Industries Co. — tall oil process 
in caoperation of De Laval 

Niagara Frontier — construction of first 
nuclear research center expected to get 


ler way ; 

Niagara Mohawk Power Corp. — proposed 
increase in power rates pending 

we Soda Co. — swimming pool additives — 


Nitto Seainal Industries — methylamines 
= at Yokohama, Japan, designed by 
J Leonard & Associates 
Nopco Chemteat — polyurethane demand 
pickup is basis for prediction of 15% 
sales increase in ‘59 
Sales and earnings 
Sharing new offices in Newark, N.J. with 
its subsidiary, Metasap Chemical Co 
Nordmark Pharmaceutical Laboratories Inc. — 
name changed to Nordson Pharmaceutical 


Lab 
Nordnan Werke GMbH — neworal diabetes 


drug 
Nordson Pharmaceutical Laboratories Inc. — 
new name of Nordmark Pharmaceutical 


Lab. ; ; , . 
North American Aviation — liquid fluorine 
from thenew Allied plant will be shipped 
by truck 
Rocketdyne div. — flame plating licks 
the wear problem on missile turbine 
shafts .. 
Rocketdyne Div.’s new rocket engine 
Supplying know-how to Midwest Research 
Institute’s fire research project 
North Central Chemical — proposed 
sulfuric installation at Hastings, Minn 
North Pacific Consultants — specializes 
in Alaskan engineering problems . 
North Western Pulp & Power Ltd. — new 
industry in small town, Hinton in 


Norwich Pharmacal Co. — Eaton Labs.’ 
furmethonol, a new nitrofuran 
Glueable polyethylene for packaging 
Reproducing the pink color of Pepto- 
Bismgl ruled unfair competition 
Norwood Controls — calibration indicator 
Nuclear-Chicago Corp. — Isotope entries 
Nuclear Corp. of America — Isotopes 
Specialties andResearch Chemicals, 
division and subsidiary of NDA offer 
thulium as a radiation source 
Nuclear Development Corp. of America — 
engineering Ingenuity beats high costs 
at Pawling, N.Y. hot lab 
Moving into new facilities in the _— 
section of Westchester County, N 
NDA-Pawling Labs ‘ research reactor 


dubbed PRR 

Nuclear Metals Inc. — unveiled its new 
multimillion-dollar research and develop- 
ment center 


Oak ~* National Laboratory — pure 


Removing fission products from fused- 
salt nuclear fuels 
Oakite Products — paint stripping 


Odda Smelteverk A/S — dicyandiamide 
manufactured for export to U. S. 

Odessa Butadiene — ne rubber plant 
onstream 

Oel & Chemie Werk AG — - planning phthalic 

anhydride plant in Switzerland 

Oesterreichische Stockstoffwerke AG — 
mixing — for gases and liquids 

Ohio River Chemical Co. — CSC’s entry 
into nylon has not caused any alteration 
of schedule for construction of Ashland, 
Ky. plant. 

Caprolactam company formed by Spencer 
and Industrial Rayon 

Plans for a 20- million. Ibs. /year capro- 
lactam plant have not been shelved — 
Nov. 1-23 

Oil Products & Chemical Co., Inc. — acquired 
by Nalco, will operate asa div. 

Oil Shale Corp. — Aspeco process most 
promising opportunity 

Shale oil progress .. 

Olin Mathieson — AF diborane plant, origin- 
ally budgeted for $36 million, is now 
quoted at $45 million 

African alumina venture 

Big gainer on stock market 

Boron-fuel maker is supplying know- how 
to Midwest Research Institute ‘s fire 
research project 

Defense contractor is 48th in Pentagons’ 
latest listing .. 
C report on antibiotic pricing and 


patents pas 7 
FTC’s “incriminating” antibiotics data 
Formed new aay —_— onmenand 

with Sun Oil 
High-energy settlement 
Labor Day jamboree at Doe Run, Ky. a 

community relations venture 
Largest supplier of calcium hypochlorite, 

swimming pool additive .... , 
Metallurgical research center in New 

Haven, Conn., to be saree by mid- 


OCAW undecided to strike 
Osborne, Stanley, president of the most 
diversified chemical firm 
Owns 534% of FRIA Compagnie Inter- 
national e pour la Production d’Alumine 
Powco household insecticide operation 
will be sold to FMC 
Prospective chemical fuel supplier 
Rocket fuel expansion is continuing 
with government aid 
Sales and earnings — Aug. 16-20 .... 
Sales and income expected to continue 
their uptrend this 
Sales of Thiokol stock riveted wall 
Streeters’ attention 
Squibb — cancer chemotherapy research 
Squibb & Sons developed new hormone 
product, Synovex-H 
Squibb filed answer to government's 
antitrust charges 
E. R. Squibb & Co. got two cancer 
research contracts 
E. R. Squibb & Sons made clear its 
intention to enforce ‘‘fair trade’’ resale 
orices 
E. R. Squibb & Sons Div. will take out a 
license under two vitamin 8-12 patents 
held by Merck 
Strikers firedat Alton, Ill. explosive and 
solid propellent plant 
Upping sulfuric capacity at Seaumont, 
Tex., plant 
Ureaplant planned by OM and Sun Oil at 
Marcus Hook, Pa 
Will sell some of its operations during 
the rest o 
Olinkraft S. A. Celulose e Papel -1FC 
invested in Olin Mathieson’s Brazilian 
subsidiary 
Olite Mineral Corp. - plueprinting four new 
calcium and magnesium plants in Tenn. 
Orar my A Manufacturing Co. — acquired 
. lintkote Co 
Flintkote stockholders approved plan 
for acquisition 
Oregon oe nenpn ny Corp. — cheaper 
titanium vaives and fittings are in the 


offing 
Orkin Exterminating Co. — biggest company 
in the pest-contro! business 
Ormet Corp. — five potlines will be operating 
at its plant near Clarington, Ohio 
New alumina plant boosts U. S. capacity - 
July 12-86 
Ohio River Valley aluminum reduction 
plant gets power from Kammer Station 
Ortho Research Foundation — Actase, blood- 
clot dissolving enzyme 
Owens-Corning Fiberglass Corp. — owns 
40% of Vitros Fibres S. A 
Oxiquin Ltda. — chemicals plant in Vina 
del Mar, Chile 


Pacific Glue Manufacturing Co. — second 
plant at Vancouver, Wash., to produce 
industrial adhesives 

Pacific Northwest Alloys — limited produc- 
tion of low-carbon ferrochrome resumed 
at Mead, Wash 

ror Supply Cooperative — plans oil 

Nery near Vancouver, Wash 

Pacific vou Oil — General Mills 
purchased 50% Interest in Sidney, Neb 
safflower plant 

Will produce \ochyuraians aps © a 
newly acquired interest in Polytron 





Corp. — Aug. 30-14 — letter 
Pacific Yeast Co. - Pharaes im Tse drive for 
Wasco, Calif. research center 
— Research Laboratory — wire-bound 


Pall Corp. — “exotic fuels” filter : 
Pan American Petroleum C: — natural 
RS processing plant to be built near 
iverton, W 


yo 
Pan American Sulphur — sales and eamings 
Panellit, Inc. — process monitoring .. 
Paramount industrial Products Co. — anti- 
rust paint : 
Paramount Pictures Corp. — my, acquire 
GAF‘s Ansco Div. 
Parke, Davis — Actinobolin, anticancer agent 


acthnovatin, new broad-spectrum anti- 


Detailed = five-year, $50-milflon 
Me nig wd Sania icc 
Pinworm drug, Poqu' tein : 

Quadrigen, Ae een nee 

Sales and eee - — July 26-18 

Shares added 10 points 

Stock = big hike In expansion spend- 
ing, profit-promising new products, 
sa Ay ont earings — their climb 

~~ — senna fiveted Wall Streeters’ 


Parks- ee Co. - jacketed “Y” valve 

Partlow Corp. — pneumatic temperature 

a — Spe eee me 

atino of Canada — c am pro- 
poses to develop asbestos denosits In 
Newfoundland ; 

Paynes-Jones Inc. — “Fiber Products 
— Center, joint effort of paper 


Pechiney — Grace Electronic will market 
silicon produced by Pechi 


ney. A 
Will operate FRIA Compagnie Internationale 


= la Production d’Alumine in French 
Penick, S. B. & Co. — employee seminar for 
improvement of customer relations 
Rauwolfia alkaloids 
Sales figures published oy FTC in anti- 
biotics . 
Peninsular Silicones, Inc. — mold releaser 
Pomeet — ammonium perchlorate “14 at 
and, Ore., can be —* 
fitvluen perchlorate 
Buildin new nethy'anines plant at at its 


F luorinated hydrocarbons capacity. 

Fluorocarbon capacity in 1962 hae 

Merger talk with Victor Chemicals 

Perchlory! ep as an oxidizer for 
rocket fuels ............. 

Sales and earnir 

Sodium chlorate production 


uses Satesas as raw material for 
tsotron-22 re’ ewe ey . 

ba Industrial Chemical Co. - 
indene in polymerized form ..... : 

Polyindene resin 0... : 

Performance Measurement Co. — flow 
indicator 

Pergamon Institute — sclentific translations 
of Russian publications .............. 


couplings 
Pipe joint sealant, Permacel Ribbon Dope 
Permian pee — Line Co. — gas law 


rages on 
Permu' t Co., Ltd. — licensing agreements 
on electrodialysis with lonics? Inc. 
Petroleos Mexicanos (Pemex) — monopoly 
on suplviog 2 . basic petroleum pro- 
ducts in Mex is 
— yt Roldan, fixes rules for 


will r 

of f zers 

Petroleum and Chemical ‘Com. Ltd. - 
Australia’s first styrene monomer olant 
joint venture of Petroleum and Chemical 
and Monsanto ...... 

Petroleum Chemicals, Inc. — ethylene unit. 
oe at Lake Charles, La. — Oct. 


Petroleum Technologists ‘Inc. — will occupy 
= yw | completed Dallas laboratory 


Petro- to Chemicai Corp. — assi 
controlling interest in Grand Central 
Rocket Co 

Pfaudler Co. — tantalum-lined reactor ...... 

Pfaudler Permutit Inc. — Permutit Div 


acquired the flotation equipment business, 


including Collodair Separator trademark 
sy y owned by Bulkley-Dunton 
ul 
Pfizer, Chas & Co. - autoanalyzer procedure 
for process control ; 
Cancer chemotherapy research at Smith 
Memorial Lab .... 
Computer in Screening antitumor agents . 
Cornerstone laid of newmedical and 
chemical lab at Groton, Conn. .............. 
Diabinese, neworal diabetes drug .. 
Earnings prediction .... 
oo report on antibiotic pricing and 


tents : 
FTC’ s “incriminating” antibiotics data 
GSI, antibiotic, has scored well against 
plant- attacking fungi 


International's President John Powers, 
proposed plan to help meet the veaetats 
economic offensive ..... ee 

ae plant spray to reduce smog 


Patent Shit fo See naa 

Pfizer Argentina S. A., a subsidiary, “has. 
started building a pharmaceutical plant 
in Buenos Aires .. f 

Plans new plant at Sydney, Australia, 
to package and compound antibiotics, 
“pees ¢ material imported from the 


Purchased aay or Bishop & Co gains: 
foothold In free-trai 
Radioactive aeiviotes he. ‘ 
Shares added 12 points 2... 
Terramycin sold only under FDA’s new- 
clearance 
Phelphs Dodge — a ust will be the year’s 


best copper so far 
— ‘0 boos boost ‘its output by 3, 500 tons 


Philo Con — pilot-size silane-decompos!- 
unit for the Signal Corps at Lansdale 
Pa ~o in dss tanned ina tew 


Phillipe’ Cheatcal — Du Pont sues Phillips 
r infringement of poly ene patent 
Marlex high-density polyethylene has been 
used in repairing tissue 
Texas court decision in local taxation of 
federally owned plant 
Phillips Petroleum Co. — calcination system 
radioactive waste ee 
Cis- nee synthetic rubber 
Continental Carbon and Phillips are 
jointly planning carbon black plant for 
Du Pont sues Phillips for infringement 
of polyethylene patent 
— _— ge unit for polyethylene 


Phoenix Precision Instrument Co. — auto- 
matic amino acid analyzer 
Photo Perspective Com. — photo blueprint 


for future repairs : 
Phrix- — AG cheap method of making 
zomethane ; 


Pilot Chemicals, Inc. — new fluo 
Pintsch-Bamag AG - heavy ae system . 
Pinturas Central Americanas, S. A. — 
will build the largest paint manufactur. 
ing facility in Central America with 
Glidden International . 
Pioneer ere oe. — acquired by 
om 


& 

Pleneers, | Inc. — AD-X2 battery additive 
maker, Jess caren oe es strong 
new sales pite 
| additive: battie on again — Jess 

5, ae to go before U $ Court of 


Pirelli —newinsulator ..... 
Pittsburgh Coke & Chemical — - full produc- 
tion resumed at Neville Island plant 
Fumaric acidplant at Neville Island, 
Pa., will be onstream this week — 
Oct. 25.87, . : 
Sales and earnings 
Pittsburgh Corning — foamed silica boards 
bid for process equipment uses .. 
Foamsil, new insulating enseetnetary 
material 
Pittsburgh Plate Glass Co. — Crestline, 0 
glass a i" schedules for 
completion in 1! 
— factory dedicated; Decatur, 


international subsidiary in Geneva will 
integrate all phases of overseas business 
Will acquire all assets of Barium Reduc- 
tion Corp., sees shining prospects In 
barium chemicals 
Pitt- — — may supply char to Ohio 


re 


Plas mame [a — acquired by Borne 


Chemic 
Plax Corp. — sold its polyethylene film 
— and processes to Chase 


g Co. 
Plough vine — purchased — Co. 


Pocketeci Publishing ‘Co. — Soap and 
Syndets, new quarterly magazine ....... 

Polymer Corp. — Sarnia synthetic rubber 
plant will expand 

vee Industries — expansion of Soring- 
dale, Conn. plant to double manufactur- 
Ing of adhesive textile chemicals . 

n= + sama Inc. — metal coating 


pow 
Polytron Corp. — PVO’s new affiliate will 
work on new types of urethane 
Polyvinyl Chemicals, Inc. — ane | 
a products into money-makers ~ 
Porter, H. K., Co. — absorbed Thermoid Co 
Offering . buy 125,000 shares of 
Thermoid Co. common stoc k ‘ 
= Rubber Div.’s electrical insula- 


ig tape 
quay Rubber Div. offers Teflon- 
coated glass-fabric conyeyor belt . 


Potts, Horace T., Co. — major supplier of 
Stainless fittings 

Powel! River Co. — planning paper and 
paper board mill near Vancouver, B.C. 

Power Reactor Development Co. ~ AEC 
license to construct reactor at Lagoona 
—_— Mich., shows supercaution on 


Prane Laboratories Inc. — Drug Specialties 
- Lge — a, more than 90% of the 


ome yt Pa. for testing lpg al 
and delivery @ equipment 
Pressure roducts Industries Inc. — hot 
in burettes, called Thermettes . 
me... Chemical Co. — ethylene oxide 
reaction unit onstream for the west .. 
Pronon 505, new wetting agent ... 
Progressive Color and Chemical — Hostawax 
div. formed to distribute in the U. S. 
waxes made by Farbwerke Hoechst .. 
Procter & Gamble — aid to education ........ 
FTC hearings are in progress on its 
acquisition of Clorox Chemical 
Increased sales . 
Marco, new Morocco = head- 
quartered In Casab' 
&. AY. will go into co distribution 
rbit detergent made for RCA 
me. i Chemical Corp. — Chromalloy 
a a will acquire and operate firm as 
a divis 
Provincial Seiaien Ltd. — Houdalile 
Industries will purchase for cash all 
the capital we, 
Provo a — - 
aan and 
Puoet sound Pulp & Timber Co. - expanting 
ts by- npredects production ... 
Punt, John, Products Co. - ster owned 
subsidiary acquired by Purex 
Puratize Inc. — bacteriostatic Dlastics, nae 
Purex Corp. — acquired Allen 8. Wrisley 
Co. last June, and has just soul over 
John Puhl! Products Co. ; 


Quebec Iron & Titanium — shut down its 
titanium separation plant ............. 


Radiation Counter Laboratories — level 


u — 
Radiators ialty Co. — purchased the 
Gunk line together with Dempsey & 


rbi — 
Raybestos -Manhattan nc. — Manhattan 
Rubber Div.‘s Teflon hose ...... 





Inc better 
Vacation between U.S. and Latin 
American businessmen ....... 

Erickson, Russell, newpresident .. 
In- “7 study for more cellulose . 
Red Owl Stores — ery store drugs 
Reichhold-Beckacite aH . — will Increase 
its capacity toe poneias of various 
chemicals in France 
Reichhold Chemicals, Inc. — addition of _ 
new PA facilities at Elizabeth, NJ. . 
Best sales month in its history in Auge 
Big play on stock ......... 
Engineering work in foreign ‘operations 
sometimes contracted for 
xp at B 


eee 





Mass., 





“RGGI ies 

Equipping Ballardvale, Mass., plant to 
make acrylic emulsions 

Expansion projects in France, at Tacoma, 
Wash., iy | Kong, Houston, Tex 
Elizabeth, N.J., and Kansas City, “Kan 

First polyester plant at Tacoma, Wash 

Formaldehyde process ........ 

German affiliate, Reichhold Chemie AG _ 
will produce formaldehyde in new shan 
at Hamburg, West Germany ; 

Koppers melts down and distribu 
Russian > aaa imported iy agents 
for Reichhold : 

Pentachlorphenol ‘capacity doubled at 
Tacoma, Wash. plant . 

Phenol plant planned for Tacoma, Wash. — 
big shift in fir plywood adhesives 
market may be comin: 

Planning to put a new og ag plant 
onstream at Kansas City, K 

Plans newplastics lab in San Prsaiass 

Plans to build formaldehyde unit in 
Niort, France. 

Plans to import German plastic barges . 

Plastic designed for use in missiles and 
rockets, Plyophen 5900 .. 

Punching varnishes, tradenamed ‘Plyophen 

i“ a earnings — Sept. 20-23, Oct 


Synthemul, a emulsion for water- 
based pain 

Synthetic % plant at Houston, Tex. 
— for completion by next 


ties (home affiliates to expand 
phthalic anhydride capacities................ 

Two former executives form Century 
Chemical Corp 

Will market five | new resins — poly- 
ethylene i 

Worldwide expansion moves at full steam — 
latest addition isa cosas — 
Lisbon, Portugal ................ he 











ll eaten 


+e. lu said 


~ ww eel a~™ 


Reichhold Chemicals (Canada) Ltd. — plans 
for phenol and formaldehyde plants 
at Port Moody, B.C. and — anhyd- 
ride plant at St. Therese, Que 
Synthetic resins facilities ‘in Hong Kong 
Reichhold Chemie AG — formaldeh: 
duction in a plant at teen” 
West German 
Will double its ‘phthalic anhydride capa- 
city in Germany 
— Electric = ~ at > 7 


weatherproo e 
Reliance Varnish 4 — will tuild a 
$125,000 research lab at its plant... 
a = Wareiniel, weldable titanium | 





eproduction Psoducts Co. — GAF acquired 

all capital stock .. Ins 
— Chemical a sta = 

s in copper chemicals 

Republic je Manufacturing Co. — inline 

relief valve 
Research Corp. — supports water research 

oy abe at Stanford Univ. with AF and 








ee: 4 Gusiade Inc. — pure thulium 
meta 





Research Species ¢ Co. — doubly labeled 
‘om - 
Established a chromatographic ‘materials 





pt. 

Resources Research, Inc. — employed by 
seven Florida "pam makers to 
study air pollution ....... " 

Revere Corp. of America — new system for 
flowmetering exotic fuel 

Revion, Inc. — copy of cosmetics? 

Gained working Senet of Schick, 
— - be made in Israel by Marlon 


s. Inc fuss 

Rexall - bought Tupper Corp., a 
R.1. plastics firm ......... 

Reynolds Metal — aluminum ‘can ‘experiment 

eyt -trade complaints to the 

Dept. . 

Price protection on all ‘aluminum. products 

Reactivated potlines at Jones Mills, Ark. 

Reopened potlines shut down earlier this 
year at Mead, Wash. 

Started up Troutdale, Ore. aluminum 
potlines idled earlier this year 

Wants to acquire a stock interest in 
British Aluminum .. 

Reynolds Chemical Com. - — Div. of Stubnitz 
Green Com. has completed a new plant 
near Whitmore Lake, Mich. to produce 
plastisol coatings andurethane foams 

Reynolds Tobacco — merger talks with 
Warner-Lambert are off 

Prospective merger with Wa rt 

Rheinische Olefinwerke HmbH — epoxies 
plant onstream near Cologne 

Rich & Co. — oilman Glenn McCarthy ‘backs 
new kindof oil venture 

Richfield Oil - drilling in the Milnilchik 
Dome area in Alaska .......... ce. 

Going ahead with Athab: 
Bete. adem boil Petrochemical 





ri plant 
coletly ted by a oe = 
Aug! 16-10; Aug. 23-18, 

Preliminar investigations of using 
nuclear blast to ms oil — deceennann 
sands . 

Rattlesnake. repelien 

Watson, Calif. Gow plant onstream in 
early SRE neee,  esstecrtuemssrnsneenenns 

West Coast petrochemical unit headed by 
C. A. Day starts up Sept.1 . 

Rio Tinto oo Ltd. — thorium plan 
built near Elliot Lake, Ontario ..... 

Riverside Cement Co. — computer- controlled 
cement processing 

Robeco Chemicals, Inc. — swimming pool 
additives — letter 

Robertshaw- Fulton Controls Co. — gro 
broken for fifth research center at King 
of Preussia, Pa. . 

Robins, A. H., age expanding ‘biological 
research program 

Has taken over Whittier Laboratories 

Rochester & Pittsburgh Coal Co. — Vitro 
wapeee. meee Bag 50 with Vitro ow. ‘ 








Rockcote Paint Co. — Stock. ispublicly 
offered by the Milwaukee Co. ................ 
Rocky Mountain Research — vanadium 
chloride process ee up for licensing .. 
Rohm & Haas — AC 33 offered to formutators 
Growth-regulating sodium 
Sales and 
Roussel Corp. — curing agent for plastics... 
Royal Dutch Shel! — a am GR- ih 
rubber plant at Pemis .. 
is world’s lar gest enor) ; maker . 
woe —— - ul ammonia plant is” 
nding capaci a 
I Co. — will oa. jointly ‘owned — 
company, Naugatuck-Rumianca, with 
U.S. Rubber 
Runnels Gas Products Corp. — blueprinting 
expansion and modemization project 
with Texas Gas for jointly owned gaso- 
line extraction plant in Eunice, La. ...- 








S.p.A. A.B.C.D. — $18-million petrochemicals 
complex slated for Ragusa, Sicily 


Saigo! Ltd. — established to build and 
operate a soda ash and caustic soda 
plant in Pakistan ....... 

St. —— ~ offers all of ‘the rare-earth | 
me 

St. Gobain — French firm will build a $40- 
million plate-glass plant in Ohio Valley 

St. Helens Pulp & Paper — FTC ruled 
CZ's acquisition violates the | law. ...... 

St. Lawrence Cement Co. — Swiss firm 
plans to build cement plant i in Michigan 

St. Paul Ammonia Products — "cand 
ammonia production for CFF 

Not ci — letter... <a 

St. Regis Paper Co. — “extended offer to 

exchange stock of Growers Container .. 


orp. 
Merger with F. J. Kress Box Co. .............. 
North Wester Pulp & Power, a joint 
venture with St. Regis, creates a new 
Hinton in Alberta 7 
Offering stock exchange to stockholders 
of Growers Container Corp. .. jaskossce 
Panelyte Div. may be acquired by. 
Cyanamid of Canada .. 
Plans to acquire F. J. Kress ‘Box Co. . 
Plans to spend $150 million building — 
500,000 tons of additional capacity — 
sales and profit upturn is under way .... 
Samuel, Frank & Co. — injurious imports? .. 
Saskatchewan Power Com. — Casinghead 
gas from the Steelman field will be pro- 
cessed into dry gas for distribution .... 
Saunders Mills — alfalfa antitrust suit 
Schenectady Varnish Co. — heat-reactive 
resin 
Schering Com. — acquiring American 
Scientific Laboratories ........ 
16-B-methy! steroid reported . 
Syntex steroid patent suit ends 
Schering, AG -— A ine plant sales ... 
Schick, Inc. — Revlon gained meting con 
trol of electric shaver producer ? 
— Goodman, Clark, “te 
vi cep id 
Schlumberger Well Surveying Com. — 
Ridgefield Instrumentation Div. has made 
. baw ot 104 Nuclear Magnetic Resonance 











Schutte at t Koerting Co. — metal-tube 


Scientific [ Tee - engineered Japanese 
plant for Amoco’s air-oxidation process, 
Started design work on a plant for 
Maruzen Oil in Japan, and for ICI in 
Great Britain " 

Sponsors international symposium .......... 
bi cc acid process licensed to 


will —_- cl plant .. ASE 
Will provide engineering and technical 
liaison for Ftalital’s new maleic 
anhydride plant together with Societe 
Francaise des Services Techniques .... 
Scott Paper Co. — FTC decision still 





the 198e complal nt .. i 
Will build research lab ‘in Philadelphia a 
Searle, G. D. — sales and earnings .............. 
Sears, Roebuck & Co. — Air Product is 
borrowing $2.5 million .. 
Testing lab provides formulation produc- 
tion help for specialties makers. ........... 
Seeman Brothers — bought Nylast, nylon 
wash, from Shaw Products ‘ 
Selas Coro. of America — hydrocarbon 
adsorber . 
Self Service Laundry Sales — vending 
machine selling of laundry products .. 
Sentinel Insect Control Laboratory — 
Allinois State Fair insect-control ......... 
Service Hard-Chromium Co. — direct 
chromium coating — Oct. 25-70 ........... 
Shanco Plastics & Chemicals, Inc. — wax 





i gauge hole ‘cover ........ 
Sharples Com. — continuous centrifuges .... 
Major sales simplification step, the 
Sigma concept for centrifuge evaluation 
Shattuck, S. W., Chemical — electric 
fumace-type molybdic oxide producer .. 
Uranium chemicals 
Shaw Products — Nylast promotion 
Shawinigan Resins Corp. — pioneering the 
““instant’’ PVAc emulsion market 
Shell Chemical Com. — awarded The Lummus 
Co. a contract to build an acrolein unit 
at Norco, La., plant .. <i 
Boosted epoxy capacity 
European polypropylene producer 
Houston chemical complex boasts the 
world’s largest epoxy production facili- 
ties 


Industrial ‘hygiene ‘bulletins about toxicity 
of itsproducts ...... - 

Purchased tract on the Delaware River, 
studying plans for a resins plant .. 

Reorganizes into five product-line 
divisions. ......... . 

Scientists lecturing to LA. ‘high “school 

Students to encourage toward scientific 

careers 

Urea Tee at cae, Calif. tuming out 


will ‘start a canal ‘and acetone unit at 
its Houston, Tex. plant ... js 
Shel! Chemical (London) - polypropylene 
called Carlona marketed in limited 
quantities ........ 
Shel! Chemical Pty. Ltd. — will manufacture 
epoxy resins, tradename Epicote, ina 
plant to be built at Sydney .. 
Sheil Development Co. — new instrument for 


measuring the adhesion of organic 
coatings 
New method of determining size distribu- 
tion of cracking catalysts ... ~ 
Radiation — and high- temperature. 
resistant lubricants for the AF ............ 
Radiation-resistant fluids ..........0....0.0 
Shell Oil -- blueprinting a three-stage _ 


gmmaunas lubricant . : 
Planning gas chemicals plant in La., at 
Weeks Island field . fiesta 
Reactor reduces operating costs, 
increases capacity of isobutane plant .. 
Shell Oil of Canada — discussing pipetine 
with Foothill! Beatienaces 
Epoxy resins production started at. 
Montreal East last month’. 
Will build distillate hydrodesul 
plant at its North Bumaby, B.C. = all 
Shell-Saint Gobain — joined with Texas 
Butadiene Chemical and G. L. Cabot 
to build and operate butadiene-styrene 
rubber plant near Marseilles .. 
Sherritt Gordon Mines Ltd. -— copper recovery 
Sherwin-Williams — Coolidge, S. B. Jr. on 
use of zinc oxide in paints .. aastaas 
Just. Dept.’s antitrust suit against | 
Sherwin-Williams and several affiliated 
paint producers : 
= on aves 
Starting a s ‘biggest paint ‘plant. 


n Garland, 

Sherwin-Williams Co. of Canada — St. ‘James, 

Manitoba, distribution center first 

stage of multimillion dollar expansion 

Cn, I Le 
Shield Chemical Ltd. — Guardian Chemical 

Com. acquired controlling interest ...... 
Shinko Acrylic Fiber Co. Ltd. — changed 

its name to Mitsubishi Vonnel Co., Ltd 
Shockley Transistor Com. — Beckman 





‘ new y to 
develop and bean semi- conductors 

Showa Denko, KK — laboratory pilot plant 
for production of heavy water .. 

Sicedison S.p.A. — chemical packing plant 
— at Manfredonia in southern 

ee EE ea 

Signet Distilleries, Ltd. — stopped construc- 
tion of alcohols plant in Saskatoon ..... 

Silaco Chemical — germkiller, colloidal 
silver nitrate tabbed Silacide ................ 

Simplot, J. R. Co. — will produce its own 
sulfuric at new plant in Pocatello, ida. 

Sinclair Oil — pattem setter .... 

X-chemical gasoline additive, ‘Tri-t n- butyl 
phosphine is looking for extra work .. 

Sinclair Research Laboratories — established 
a research office in Detroit ............. 

Semicommercial-scale tests of underground 
heat-wave process in SE Kansas 

Sintex Ltda.— Oxiquin Ltds., new firm owned 

-50 with Farmo-Quimica del Pacifico, 
to operate chemicals plant in Chile 

Sirbel Sales Com. — filed treble damage 

suit against Eli Lilly .... 

Smith, A. 6. Com -is purchasing ‘all the 
assets oft Evie Meter Systems inc. 

Smith Douglass Co. — considering =o 
with Wilson & Toomer Co. , 

Sales and earings ..... 

Smith, Howard Paper Milis Ltd. — ~ expansion 

program at Comwall, Ont. .... 
Magnefite process — new magnesium-base 
sulfite pulping technique ..... ‘ 

Smith Kline & French — aid to education 

Earnings forecast .... 

Smith-Lee Co. — Fiber Products Research 
Center, joint effort of paper firms 

Snell, Foster D., Inc. — building onenew 
lab, purchasing another .... 

Product testing of chemical specialties 
for hotels ...... 

Sniafa S. A. — Von Kohorn International 
will equip a new viscose staple plant 
in Buenos Aires .... 

Societe d’Application de Chemie ~ ‘makes 
GAF-licensed optical brighteners and 
ultraviolet-light absorbers 

Societe Des Emaux Vitrifies (Sodevi) — new 
firm, founded jointly by Bayer and a 
French group, will operate enamel 
smelting works near Lyon, France 

Societe Egyptienne des Engrais et Produits 
Chimiques — doubling fertilizer 
capacity .... 

Societe des Produits Azotes — melamine 
process .. 

Socony Mobil — offers grease processes 

Solar Salt Co. — joint affiliate of Hooker 
and Penn-salt is Saneeening producer 
in Utah .. —_ ‘ 

Sonnebom, L., “Sons Inc. — “expanded its 

N. J. engineering laboratory 


Sonobond — ~ set up ‘by ‘Aeroprojects 
to sell its commercial models 

South India Viscose Ltd. — will build rayon 
complex near Coimbatore, India with 
Italviscosa Easter Trading Co. 

Southern California Edison Co. — all- 
plastic Uniparr unit in salt-water- 
screening — pediennhudanteinaensinieceations 

Southern Dyestuff Com. — merger with 
American-Marietta ” 

Southem States Cooperative. plans to. 
build its first ular fertilizer — 
near Russellville, Ky. . 

Southwest Research institute ~ ~ doubled 
load carrying capacity of lubricants .. 

Hot running lube tester .......... 
Southwestem Agrochemical Com. — will 





build ammonia plant in Chandler, Ariz. 

jointly with First Mississippi Com. .... 
Southworth & Wood — thermal recovery at 

pilot project in east Texas .. % 
Space A er Laboratories — missiles 


moon 
Spectracoat, Inc. — new manufacturing and 
research organization specializing in 
thin film optics ..... % 
Spencer Chemical - certification re renewed .. 
Chemical control of wild oats - sistem 





formed; Vicksburg, Miss. nitrogen plant 
will be shut down 
production ‘of nitrogen | fertilizers 
at Vicksburg Miss. :..... 
Urea unit goes up in Kentucky 
ee market Humble‘s seus of t pol yoropy. 


Spitz, Albee Hd Associates 
of the firm” — letter . =e 
Squibb institute for Medical Research — 
ee procedure cuts pacman 


Staley A A. Aa Manufacturing Co. ~ = colored 


One-day d ae a : 
= — Co. - purchased by — 


Statin Chenlcal Combine — urea output. 
will be stepped up > 

Standard Oil of Califomia ~ - “drilling | in the 
Milniichik Dome area in Alaska ........ 

E! Segundo lab. automatic distillation 
equipment being evaluated . rs 

Expects complete work on its Richmond, 
Calif. ammonia facility in early 59 . 

intra-company maintenance conference to 
improve maintenance-production com 
munications .......... 

Plans modemization prograt for its 20- 
year-old a> mag plant at the 
Richmond refinery .. 

Sales and 

Two expansion projects by branches 

Standard Oil of indiana — engineers go to 








NLRB 
Libel suit : ing out of a strike at 
Mandan, e refi 


D. 
New research anddeve lopment department 
Standard Oil Co. of N.J. — Enjay has 
formed new sales division to consolidate 
export 
Esso may soon commercialize its poly- 
olefin process .. 
Laboratory in Venezuela. to ‘study chemis- 
try of oi! formation 
Neither affirms nor denies it was a pros- 
pective buyer of Hancock Oil .. * 
Standard Telephones & Cables — method — 
of producing pure silane ........ 
ae — prospective chemical 





ler 
Stauffer Games “Anderson ‘Chemical Div. 
offers commercial quantities of vanadium 
oxytrichloride .... 
Capacity of Trithion ‘insecticide-miticide 
doubled at Hende 
Deep- water waste disposal problem 
at Tacoma, Wash. 
Eamings forecast ... 
Engineering — specialization 
EPTAM, watergrass killer .......... ok 
Expanding facilities of its subsidiary, 
Anderson Chemical Co. 
— Stauffer Pharmaceuticals with 
E. Merck AG .. ; 
Has nearly comoleted an agreement with 
Degussa to manufacture and sell 
Electron-beam melting process in 
Holds a 34% stock interest in Hunter 
River Chemical Co., Australian carbon 
bisulfide plant. 
is doubling interest in the electron beam 
melting process for — — 
erature metals .. 
Joint owner of Montrose idexicana, 
Mexican DDT venture ... 
Modernization casebook 
Planning chiorinated hydrocarbo p! 
through jointly owned subsidiary — 
Aug. 16-19 Aug. 23-18 
Purchased a 271-acre tract along the 
Ohio River at Arroyo, W. Va. “a 
Request for tariff increases and ‘import 
quotas of tartaric acid up for ne <i 
Signed contract ...... a 
Strike at Richmond and San Francisco 
plants settled .......... a 
Tartrate plant closed .. a 
WGM, Western distributor, will expand 
its bulk program . Mr) 
Water terminal facilities at Louisville .... 
yon Phosphates, a subsidiary, will 


wil bull herbicide plant i in “Richmond, 
lif 


Stauffer Pharmaceuticals inc. — Stauffer- 
Merck venture ... 
Stein, Hall — samples of high-amylose film 
— mba Inc. — National Brands _ s 
to Glen Lab ... 
Reprvcing te pink color of Pepto- 
Bismol ruled unfair competition .......... 


Sales and eaming — Aug. 9-18... 
SS & Paper ueprinti nga 
million ra. aed andpaper mill to be 
built near Tuskegee, Ala 
Sterling- Winthrop Research Institute - 
—e 4 new poarcecd — at 
‘ens selaer, 
Trancopal an} nie Bitpee 
Stem Bros. — acrilan labeling violations .... 
Stickstoffwerke AG — Austria‘s nitrogen 
entemrise reports higher production 


astman flame cracking = 

state | os Corp. — = ota 

aoe of plants vsing 

Strategic. Udy process ... ’ 
a Licloese 


Strategic Ud Udy Metallurgical and Chemical 
— Ltd. — electric-arc smeiting 


Stubnitr G ess Com. — Reynolds Chemical 
Com., div. of Stubnitz, has completed 
a ——— to produce catings and 











Silence Hosiery _ - gr in Car- 
ceuer coun Entesprise — ee 
wax for Warwick's typewriter carbon 





paper . 
Sun Chemical Com. - senettivn enced 
Materials La mn 
Warwick is out with ane 
Warwick Wax has new floor polish nary emernd 
Sun Oi! Co. — formed new subsidiary 
SunOlin Chemical with Olin Mathieson 
Urea meee m3 by OM and Sun Oi! 


SunOtin Chemicel —new subsidiary of Olin 
Mathieson andSun Oil Co. will make 
urea at new plant in Marcus Hook, Pa. 

Will proceed with plans for urea pliant 
at Marcus Hook, Pa. — Nason & Cullin 
= to build office building on 
site i 
Superior Tube Co. — capillary tubing 
Sus anna Com. — will en Vitro 
linerals Com. — Aug. 30-14; 
Will not acquire Vitro linerals... 3 
tone Co. — thermo-drive valve Posi- 
joner . ; 





recorder . avec, 
swift t& Co Co. — Flexals added to fatty 
complexes ..... 

Switzer Bros. — working onnew ultralight 
fast fluorescent pigments ... 

ie gay tad Inc. — swimming pool ‘addi- 

ves — 

Sylvania Coming Nuclear Com. ~ low-cost 
nuclear reactor fuel elements will be 
mass-produced . 

Sylvania Electric Products — Chemical and 
one lurgical Div. offers germanium 

rap recovery service 
Pow Bo and ——— wire ‘drawing 
machine . 
Molybdenum ‘metal { powder .. 
Silicon of new type at Towanda, Pa. 
‘“Slip-casting’’ method of producing 
eres shapes from powdered — 


m 
Syntex Com. — ‘antitrust suit settled . 
Got cancer research contract ...... & 
New research lab under construction in 
Mexico City 
Steroid patent suitends ... 
Synthesis of a series of 6a-fluoro- 
cortical hormones ........... aaa 
Synthron Inc. — Crest, Synthron merge . 


Tampa Drug Co. — liability case based on 
labeling of a cleaning compound .. 

Tank Lining Com. ~ Gpolvetiyiene lining - 

Tantalum Defense Corp. — absorbed by 
=— company, Fansteel Me tall urgical 


TastiUup Coffee Com. — aemsol coffee .... 

Taylor Fibre Co. — material that looks 
promising for missiles Perit oan sos 

Taylor, W. A. & Co. — midget tester .... 

Technicon Instruments Com. — auto- 
analyzer, ry A gl analyzers 
for new process control . aa 

Tectn tic fiber plant 
designed for Russia by Von en 
Intemat ion 

Teikoku on — will start test production 
of polycarbonates 

Temescal Yietallurgical Com. ~electron-_ 
beam process .... ..... 

Tennessee Eastman Co. — Div. of Eastman 
—= makes new Kodel a, 





Tennessee Gas Transmission Co. — 

acquired 93.4% of Grand Central Rocket's 

securities — controlling interest _— 

to Petro- Tex ......... — 
Tennessee Products & Chemical Corp. — 

established a Southwest sales district Nov. 

Moved into new office building . Aug. 

Tennessee River Pulp & Paper Co. 

optioned 1,100 acres of land in Counce, 

= where it will build kraft paper- 

m oove 








g, Inc. — 


test c ers 
The Texas — completed a radiation 
research laboratory at its Beacon, 
N.Y. location 
Shelves plans to build a aed oil re 
search lab at Salt Lake City .. met 





build synthetic rubber plant jin France 
Styrene rubber plant onstream 
Texas Gas Exploration Corp. — blueprinting 
expansion and modernization project 
with Runnels Gas for jointly owned 
gasoline extraction plant in Eunice, La. 
Texas Gulf Sulphur — sales and eamings .. 
Texas Instruments, Inc. — plans og 
of a new central research laboratory .. 
Pure silicon process . 
Semi conductor- Components Div. ‘is out 
with silicon temperature probe ......... 
Texize Chemicals — sales phn eamings .. 
Textile Products — disposable — 
Textile Research & Development Cor. 
new firm specializing in the testing 
of washand-wear garments .... ath 
Uses photographic method to 
wash-and-wearability . 
Textron — Kordite Div. acqu 
National Distillers ... 
Thermal Research and En 9 
phew gydag &E snow dis- 


Themnoid Co. — H. K. Porter offers to buy 
125,000 shares of common stock .......... 
Thiokol Chemical Com. — AF contract for 
solid-fuel rockets for Minuteman ......... 
Advanced developments in guided 
missiles and space travel goal of three 


member corporate team 
Awarded U. ne Army contract for ‘produc- 
tion of soligpropellent rocket pu 
at the Longhorn Ordnance Works............ 
— contractor high on Pentagon's s 


tela the | patents in the pol ysulfide 
sealant field . ie 
Hunter-Bri sto! Div. ‘develops new ease 
for bottie polymerization ainuenininameaenbinte 
Off to soaring start on ‘Big Board’’ ........ 
Offering shares to stockholders .. * 
OW’s sale of Thiokol stock riveted Wall 





y 
for Guardian liquid-fueled rocket . 

Sales and earnings .. 

U.S. Army Corps of Engineers will expand 
facilities at Redstone Arsenal — 
Thiokol will operate facilities —......... 

Will build four new solid-fuel testing bays 
in Salt Lake City ......... a 

Will offer its stockholders a new issue. 
of common stock . 

Thompson-Ramo-Wooldridge — ~ Products Co. 
is engineering computer contro! for 
West Coast cement company — Nov. 
15-79 .. ecndacbidiade 

Tidewater Oil Co. — Avon, Calif. - 
system speeds parts deliver 

Avon, Calif. refinery has esta 
multicraft supervisory setup 

Budgeting $100 million for capital 
expenditures in 1959 . : 

Headquarters moved from S.F. to LA. ~ 
payoff on planning ...... : 

Research tecinicians.......... 

Timber Engineering Co. — research on 
blister-resistant paints . 

Tin Research Institute — new p 
coating cast iron with tin .............. 

Titanium Metals Com. of America — Con- 
tinental Titanium Metals Com. formed 
to boost European titanium production 

Quick-heat, quick-quench process for 
making sheet 

Titeflex, Inc. — teflon hose ..... 

Tote System inc. — equipment rental i 

Toussig Co. — color converter for con 
vertibles 

— o — AEC radioisotope con 


ract ma 
Mevalonic acid tagged with ‘radioactive 
carbon-14 .. 


Tes. Canada Pipe ‘Line — British American 
Oil will 4a regular delivery of 
processed gas 

Transland Aircraft — brochure describing 
an improved oo unit for aerial 
application of dust or liquids. ............. 

Tube Investments Ltd. — Reynolds- Tube 
Investments proposal to British Alum 


Tuloma Gas Products Co. — expected to 
distribute propane and butane from Pan 
American’s new plant . 

Tungsten Mining Com. — inju rts? 

Tupper Com. — acquired by Rexall Drugs .. 

Turco Products inc. — ground broken in 
Wilmington, Calif. for new headquarters 


UBS Chemical Com. — polymer emulsions .. 
Polymer oeee plant to be built i 
Lemont, | es 
Ugine — ath company 
carbon black 


Uhde Corp. — meron am acetde 
hyde process offered to U.S. companies 
yey heavy water plant with 


wi “build ‘tettilizer plant in Greece with | 
Casale ti 








Unexcelled Chemical Com. — — insurgents 
charge President O’Connor with mis- 


Proxy count ‘blocked 
untiewse — discussing joint venture with 
Emery In Industries to produce oleo 








New ey at ‘Hoboken, N. J. will 
include and de 
multiwail paper sacks . 
Optimism — in the per “industry .. 
Union oe - BA omy 4 e pated 


Bakelite age — spray-coa 
epoxies 1 — simpler with Solely 


Bakelite Div w will be known as soa 
Co. after Nov. 1 a 

Bakelite Div. will Start epoxy plant ‘at. 
Marietta, 


— all the capital stock of Globe 
py 4 — considering building mill 














browne Tex. petrochemical piant 
phe ps chemical sleuthing 
aukes Co. — _—— for urethanes 
Chemicals Co. ‘s complex epoxides will 
be ma rketed from Institute, W. Va. plant 
aint 4 Co.'s Crag fly repellent cleared 


enc = s ya inne 

emicals Co. is dou ~~ wd capacity 

its Montreal East 

Chemicals Co. to. anew 
series of Ucon fluids and lubricants .. 

Chemicals Co. hasnew vinyl wrinkle 
finish for metals .. - 

Chemicals Co.‘s petroche micals expan 
sion at Seadrift, Tex. 
emicals Co. — profitability of cortrol 
lab modemization at Institute and South 
Charleston, W. Va. 

Chemicals Co. reveals a second organotin 
catalyst for ‘‘one-shot’’ urethane foam 
making 

Chemicals Co. starts buildin 
second oxo unit at Texas "City... 

Chemicals Co. ‘s technical service 
manager Steele shows how to make a 
department pay off in increased business 

coe neo O.'‘s tempol ymer research 

Chemicals Co. — wage ‘freezing’ at 
Whitin: one 

s Co." 's R. H. Wellman calls 
lating — a very 
for the plant breeder . 

Chemicals Co. will start construction of 

a technical service lab at Eastview, 











Chloroform as raw material for Ucon 22 


Christmas holiday program — week-long 
circus for employee families in the 
Charleston, W. — GE 

Eamings predict 

Electro > Metallurgica Co. ‘is § flip-casting 


tungsten shapes . 
Electro Metallurg ical Co. ¢ 


tal lurgical D 
ies for bags into service two 


years ago 
Electroment side-steps into chemicals .... 
Enlarged earlier oes | for its Institute, 
W. Va. epoxide p! Me 
Ethylene pes mah iyaroaee eyanide 
route for acrylonitrile .. wes 
Expansion budget ... 
FTC hearings are still in progress on 
its acquisition of Visking Com. ... 
Fluorinated hydrocarbons capacity f 
Fluorocarbon plant slated to —* next 
week at Institute, W. Va... 
Fourth producer of fluorocarbon... 
= » eas victory in vanadium 
awsuit 
Key to theplans for the Brownsville 
plant may lie in two big oxygen units .. 
National Carbon Co., Bombay-based 
subsidiary, is pushing construction of 








euais 

National Carbon “Co. is establishing two 
field sales 

New top team looks to future 

Nonionic silicone emulsion for eer | 
thermosetting textile finishes, XLE 

Nuclear Co. considering vanadium- 
recovery system to work with uranium 
solvent extraction 

Nuclear Co. — nuclear and ore labora- 
tories near Tuxedo, N.Y. scheduled sad 
completion by mid-’59 . ees 

>. Co. — property tax ‘dispute in. 

enness 
— gl wage rise at Oak Ridge, 


Otefins, Co. supplies preassembled 
activated carbon solvent aeeey hme 
for Celanese Mexicana .......... 

Plastics Co. featured a new epo epoxy resi 
handling technique at National jastics 


osition 
Plastics Co.’s mating system ............... 














July 


July 


Dec. 


July 


Plastics Div. is coming with new epoxy 
plart at Marietta, 0., five times antl 
than unit at Bound Brook, AJ. . = 

Plastics Co. — new name, new organi-_ 
zation for plastics div. se 

Polysulfide : sealants for *curtain-wall’” 





Researching ‘‘one-shot”’ systems in 
ol yethers 





ye’ 
Role of merger in industry growth ............ 
S ee Div. markets two new anti- 
ams 
Spurring Indian chemical development ...... 
Totallynew product line is _— for 
the ex-Carthage Hydrocol plan’ 





Brownsville, Tex., — is =o bought 


from Amoco C: 
Water terminal facilities a valuable plant 
addition 
Union ae Canada Ltd. — construction 
— ~~! acammasopaia building will 


Union Pwo vod Belge, S. A. — license 


veleielas with Catalin Com. ................ 
ical assistance to E 


Union oo del bp de = 
yStyrene capacity .. 
Union Oil -— pan oil research operation — 
northwest Colorado suspended .. 
Union Tank Car Co. — geodesic dome gets 
first industrial test sheltering con- 
solidated tank car maintenance 
United Aircraft Corp. — formed a subsidiary 
United R om. 
Pratt & Whitney will develop a new 
liquid- fisted, upper-stage rocket engine 


f AF 
United Gas Corp. — increasing its rates by 


Mississipp|’ s PSC hearing on rate in- 

se has been recessed .. eens 

United | Sedeltem - Garfield, Utah, 
fluorine-chemicals plant will turn out 
3,000 tons/ 

United Research Com. — new subsidiary 
formed by United Aircraft .. mn 

U.S. Army Chemicals Corps. — Pathogen = 
sampler, the Anderson Sampler... 

U.S. Army’s Quartermaster Research & 
Engineering Command — Missileer’s 
safety suit 

U.S. Borax and Chemical — Boron, Calif. 
new boron plant has solved basic prob- 
lems andis now — properly 

Prospective chemical fuel supplier 
Research Com. and Dow will develop 
— a unique process for the manu- 
—_ of boron trichloride 
Sales and 


U.S. Gypsum — Sperry, lowa 
pletion target early 1960 

U.S. ‘industrial Chemical — liquid feed 
supplement plant at Anaheim, Calif. .... 

U.S. Oil & Refining Co. — will expand 
Tacoma refinery with addition of 
asphalt plant ....... 

U.S. Rubber — improved Kralastic resin for 


pipe 
= safety suit 
potest Chemical Div. develops new 
ter jointly with Boeing Aimlane 


m.. tuck Chemical Div. and Farben 
fabriken Bayer have agreed to oP 
know-how and patents .. . 

Naugatuck Chemical Div. photographing - 
shipments to cut damage claims 

Not in the top 100 on es latest 
list of defense contracto - 

— powder puncture seals tubeless _ 























plant — com 











will pons its Fort Wayne, Ind. plant 
Will form jointly owned company, Nauga- 
tuck-Rumianca, with Rumianca Co. ...... 
Will reopen its plant in Milan, Tenn. to 
* for retreading tires 
U. S. Steel — Air Products is building 
a: plant to serve Clairton, Pa. 





Clairton Works pilot plant ae routes 
to coal chemicals .. 

Cutting price of stainless steel . ace 

“ e oil refining column at Clairton, | 


New Sayan plant in operation 
at a 
Cpuaie anew chemical ‘laboratory at at. 
its Clairton Works.. . 
Selective price increases 
U.S. Sulphur Corp. — purchased a Frasctr 
type sul fur plant from Admiral Sulphur 


Com. 
U.S. Testing — offers contract calibration 
of control, research equipment 
United Ultramarine & Chemical Co. — set 
up by Vereinigte Ultramarin Fabriken 
A.G. to market ultramarine blue pig 


ments 

United Westem Minerals — negotiating to 
Start up uranium business 

Universal Paper Bag Co. — Union acu 
mse to acquire outs tan 














TC report on Mraleeae pricing and 


FTC’s “incriminating” antibiotics data 
Filed answer to government's antitrust 
charges 
First public stock offering 
Sales and eamings — fifty-five 
holders say they will sell 2.4 million 
shares 











on Some renee by FTC in anti- 
io ° 
Stockholders wil! vote on plan to change 
the state of incomoration from Michigan 
to Delaware and to exchange outstand- 
ing sha ¥ 
Streptovitacin, new ‘antitumor agent .. 
Suntan pil 





— al = » Benen me coating for 





Utah er Co. — magnetic separa- ‘ 


tion technique to recover ion-exchange 
resins from slurry 


Valley Nitro: Producers, Inc. — plans to 


oe a fertilizer plant in or near Fresno, 





baw | Corp. of America — jury verdict 





t case 
Slvetenra oe ~ yale process at Durango, 
0 





Varcum Chemical Com. — strike ends .. 
So — NMR — new anal ytical 


Vat Dye Institute — projected five-year goal 





of vat textile dyestuff sales to 50 
million Ibs./year by ‘63 


VEB Farbenfabriken Wolfen — Nonelectro- 


lytic chlorine process being developed 


Velsicol Chemical Corp. — film former ........ 
Vereinigte Aluminum Werke AG — U.S. 


patent on process for reducing high 
grade aluminum oxide with aluminum 
sulfide and carbon .. 


Vereinigte Ultramarin Fabriken A.G. — set. 


up United Ultramarine & Chemical in 
New York to market ultramarine blue 





Vick Chemical — acquired London firm, 


Milton Antiseptic, also two U.S. con 
cems: Walker Labs and The Lavoris .. 
Acquisition of Walker Laboratories Inc. 
okayed by stockholders was 
All cosmetics interests purchased by. 
sebrough P ond 


Cc 
Congressional study finds research per- 
haps controlling hector in decision to 
take over National Drug .. a 
Plans to acquire Lavoris Co. 


— letter 
Potwin, Kan. benzene plant onstream in 


Victor Chemical — eamings 
Merger talk with Pennsalt .... 
a phosphate promotion: recipe 





tests 
starting a project to double phosphorus 
pentasul fide capacity at Morrisville, Pa. 
Virginia- Carolina Chemical Corp. — eamings 
Sputtering eamings have caused V-C to 
defer its — vidend 
Top executive chang posi 
— Com. — FTC h eien are still in 
fogress on Union Carbide’s acquisition 
Vitro Con. of America — consolidated its 
capital offices in Washington, D.C. . 
Koppers-Vitro pact for combined ay 
on government weapons system contracts 
Negotiation to acquire Crane’s holdings 
In Heavy Minerals Co. .......0c.cesseseeeeeee 
Sale of Wyoming uranium operations to 
Susquehanna Com. seems certain to 





go through = 
Vitro Engineering Co. — AEC lab contract .. 
Ultrasafe training and research reactor .. 
Vitro Manufacturing Co. — uranium colors 
for ceramics are back in production .... 
Vitro Minerals Corp. — Susquehanna wena 
will not acquire Vitro . 
a bn li by Susquehanna Cor. - ~ 


hae” Ur Co. - modemization casebook 





Vitros Fibres S. A. — received loans for 
expanding capacity of reinforced 
plastics in Mexico 

Von Kohom Intemational — Commerce Dept. 
is licensing firm to send Russia 
synthetic-fiber-making machinery ......... 

Engineering synthetic fiber plants for 

reign nations _. 

Export-Import Bank’s loan to Poland will 
finance order for rayon spinning 
machines ....... ni 

Supplied machinery ‘and know-how for 
synthetic fiber plant in Taiwan .......... 

Will equip a new viscose staple plant in 
Buenos Aires for Sniafa, S. A. peas 

Vulcan Mfg. — acquiring and expanding 
factory owned by Gemco .. Sasiotahe 


Walker Laboratories — acquired by Vick 
Chemical _....... : 
Stockholders okayed the. acquisition by 
Vick Chemical Co. ... ; 
Wall Colmonoy Com. — metal coating .. 
Walworth Co. — PVC expansion joint 
Wamer- Chilcott Laboratories — enmmentie for 
sinus headache .. aie 
Warner-Lambert — merger talks with. 
Reynolds Tobacco are off. ....... 
Prospective merger with Reynolds _ 
ea , 
Sterisol, oral antiseptic 0.0... cece 
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Will build pharmaceuticals plant at 
Villawood, Australia, to double its 
resent capaci 
Will launch a potent new ora! antiseptic .. 
Warwick Wax Co. — Cane Wax heuad hand 
——- carbon paper .. 





= “Chemical subsidiary is out with a as 
new p 


Washington I lron Works — wood products 
ena lab to be established this 


—— Chemical Co. — buying site near 
Phillipstown, tv. for surface-active 


int 
wet 2 and ——. (Canada ) Ltd. — Aluminum 
con in Montreal will be completed 


n 1981 

weigting & Control Components, Inc. — 
belt-conveyor scale .. sae 

Wesson Metal Corp. — — building Tab near 
Lexin Ky. for the development of 
gui missile materials 














turned 
certificate for oil pipe-line project 
West Virginia Pulp and Paper — commercial 
roduction of multiwalls at Torrance, 
Calif. plant 
Westem Electric — synthetic quartz 
itor Is 





Westem ‘Gypsum Products va — will build 
gypsum products plant in Vancouver .. 

Western Operations -- two big refinery 
projects: Barber's Lames Hawaii and 


“Westem | 
its bulk program 
will — fertilizer-producing mas 
at Garfield, Utah. 
Westem Red Cedar Lumber Assn. — ~ report 
on blister-resistant paints 
Westinghouse — Beigian reactor readied wid 


export .. 
Forgin tougher ‘ceramics 
Lamp div. — ultraviolet lamps to produce 
negative ions in the air .. hee 
Method for studying the duration of 
fluorescence in phosphors used in lamps 
= TV picture tubes 


<——° aluminum to high-tension elec- 
Sturtevant Div.’s new line of axial flow 
fans 








Wroking een * inthe ultra 
sonic welding field . piel 


Westinghouse Intemational Atomic Power 
Co. — established in Geneva to serve 
European nuclear power markets .......... 

Westinghouse Research Laboratories — 
direct route from heat to we - 

Ultrasensitive infrared detec’ 
— new system of slechical ‘insula- 


Weyehaeuser Timber Co. — has reali its 
Longview, Wash. research facilities 
Magnesium base —- 
Longview, Wash. 
Wham-O arufaciring C0. — Califomia 


plastic Ta hoops .. ae 
Whitaker Metals —_ - ‘Scrap-copper 


White oy yg Co. - ~ Germi- “San, liquid” 
tinse kills staphylococcus u 
Liquid debut 
Whittier oe ~ taken over by 











R ie 
Wildroot, Co. — Colgate ‘about to > acquire 
Wild aod 20-18 .. 


Will Com — molecular models ‘aes 
The Williams Co. - ‘Suille Mfg. did not 
it pies 


yer & Co. — will ‘expand 
Guetiterten of fertilizers .. 
wilson Toomer Co. — ee merger 


bination tranquilizer-muscle relaxant .. 
Witco Chemical — Continental Carbon, 

a Witco subsidiary, will boost carbon 

black capacity of its Ponca City, Okla., 


plant si 
Sales and eaming — “‘going public’’ to 

help pay for expansion program 

Woburn Chemical Com. — hydrogen plant 
will be installed in March 

Woo! Bureau Inc. — pleater process... 

Wrenn Paper Co. — Mead’s acquisition will, 
— its interest in the plastics 











Wright Ale Development Center — — 
adhesives for rockets ...... sistaien 
a“ Allen B. — acquired by ‘Purex” 





Wyandotte Chemical — Esso guarantees 
ethylene deliveries despite fire 
Ethylene glycol plant dedicated at 
Geismar Works near Baton Rouge, La. 
Expanded glycol capacity at Geismar, La. 


Expanded research facilities to permit 
increased work on new fuels, waioents, 
elastomers, and polymers sisi 

cioses thy! oxide and 
glycol units at Geismar, La. .. 

Fire at Esso’s Baton Rouge, La “refinery 
has caused repercussions among 
ethylene customers ... mies 

Full-capacity y pradtton of propylene 
oxide at 

Liquid monopropel ents ~ new phase in 

| resear 
Photograhing shipments to cut damage 














Propylene oxide plant onstream in 
nae ged 
R id Engi g Div. “enamel 
ized into two separate ‘group acabeasibaivcs 
Researching ‘‘one shot’’ an in 
lyethers 
Sales and i 
Soda ash capacity — lette 
Water terminal facilities at Geismar, La. 
Wyeth Laboratories — offers _ iquid 
dosage form of meprobama' 
Radnor, Pa. jab scheduled e completion 
in sprin 
Wyeth International Ltd. Inc. — former 
employee will manage Jamaica’s first 
pharmaceutical plant — Nov. 15-36 ..... 

















X-Port Oils, Inc..— Uniparr, all-plastic ° 
screens 





Yardney Electric Com. — new battery for 
cold spots 

Youngstown Sheet & Tube — court decision 
—" Proposed merger with Bethlehem 








Zellwolle Lenzing AG — will ba cello- 
phane production in Austria . 
ecm William & Co. — Bulls Eye Spray 
Shellac - 
Zonolite Co. — former research director 
* George Ziegler opens a phys 
patents and research cmon service 








